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THE NEW PLANNING BILL 


ME. DALTON’S new Planning Bill, published recently, 

is designed to stop loopholes in the Town and Country 
Planning Acts of 1947. (The new Bill extends to Scotland as 
well as to England and Wales, and will amend both Acts.) 


The first loophole which will be stopped if the Bill becomes 
law relates to war damage repairs. Under Class XI of the 
Town and Country Planning General Development Order the 
rebuilding, restoration or replacement of buildings, works or 
plant which have sustained war damage may be carried out 
without planning permission so long as the cubic content of the 
building is not increased and there is no material alteration in the 
external appearance. Local authorities may, however, issue 
Directions providing that Class XI shall not apply in certain 
areas. This power has been extensively used in certain heavily 
war damaged areas, notably in London. The purpose of these 
Directions is, of course, to enable the local planning authority 
to prevent the restoration of damaged buildings in areas which 
it is proposed to redevelop as a whole. In many cases, however, 
the owners of such ‘buildings have found a very effective way of 
evading these Directions: For under paragraph (a) of the 
proviso to Section 12(2) of the 1947 Act ‘* works for the main- 
tenance, improvement or other alteration of any building, 
being works which affect only the interior of the building or 
which do not materially affect the external appearance of the 
building” are excluded from the definition of development. 
That being so it has been possible in many cases for building 
owners, and their professional advisers, to argue that the pro- 
posed work fell within paragraph (a) and so could not be 
affected by a Direction under the General Development Order. 
The result has been that local authorities have been powerless 
to prevent rebuilding unless they were willing to pay compensa- 
tion under Section 26 of the Act. 

The new Bill will stop this loophole by providing that war 
damage repairs are now to be regarded as development even 
if they fall within paragraph (a). The result will be that all war 
damage repairs—even such trifling jobs as replacing a damaged 


ceiling—will now be development for the purposes of the Act 
and this will prima facie require planning permission. It 
appears from the Bill that there will be no liability for develop- 
ment charge. Of course, over most of the country, planning 
permission will not be required because Class XI of the General 
Development Order will apply. But it will no longer be possible 
to evade any Directions excluding Class XI in the manner we 
have described. 

The stopping of this loophole seems to be thoroughly desirable 
and to this extent the Bill is to be commended. The Bill will, 
however, have one unfortunate effect—-it will render owners 
liable to secure planning permission even for the most trifling. 
war damage repairs—in those areas in which Directions are in 
force. It will be a ridiculous state of affairs if it becomes. 
necessary to secure planning permission simply to replace a 
ceiling which has been damaged by bombing. Fortunately, 
the difficulty can easily be overcome by insefting a financial 
limit of, say, £100 or £200 in all the Directions now in force. 
It is to be hoped that Mr. Dalton, the apostle of simplification, 
will see that this is done. 

The other matter dealt with by the Bill is the service of en- 
forcement notices under Section 23 of the 1947 Act. This. 
provides that where development is carried out without any 
necessary planning permission, or in contravention of any 
conditions laid down in the planning permission, the local 
authority may serve an enforcement notice within four years of 
the development being carried out. The new Bill will strengthen 
this power by enabling the enforcement notice to be served 
within four years of the occurrence of the alleged breach of 
planning conditions. This is plainly desirable and really amounts. 
to curing a drafting defect in the original Act. 

It is interesting that Mr. Dalton should have introduced this 
Bill as ever since he became Minister of Town and Country 
Planning he has said that although he would make adminis- 
trative improvements, legislation to amend the Act could not be 
contemplated in the present Parliament. He no doubt feels 
that there is nothing particularly controversial about the amend- - 
ments contained in his new Bill and that he can, therefore, safely 
introduce legislation. But this being so, one wonders whether 
a number of other improvements in the Act could not be made 
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SCHEME FOR REHABILITATION OF CARLTON HOUSE TERRACE AS THE NEW FOREIGN OFFICE. Seen above is Louis de 


Soissons, A.R.A., and Partners’ scheme which is before Westminster City Council for approval. 


(See note.) 








by legislation. For instance, the redistribution of industry 
would be facilitated if factory owners were allowed to transfer 
the existing use value of their present sites to their new sites 
elsewhere. Some of the resistance of industrialists to moving 
to the new towns is no doubt due to the fact that if they take up 
a site in a new town they will have to pay development charge. 
If they could take the existing use value of their site with them 
that resistance might be overcome. This is only one instance 
of valuable improvements which could be made without arousing 
any great degree of controversy. 


DEVELOPMENT IN THE CITY 


"THE Town Planning Committee of the Corporation of the 
City of London has been reconsidering the possibilities as 
regards two important features in the general plan for redevelop- 
ment and a summary of its conclusions appeared in our issue of 
December 15 (page 639). The main factor influencing its 
present proposals is the impracticability of carrying out major 
improvements in view of the existing financial position, and the 
substitution of interim schemes that may be ameliorative and 
at the same time be a step towards future more comprehensive 
undertakings which cannot now be visualised as feasible. 

This, it must be admitted, is a somewhat depressing attitude, 
but it is not to be denied that conditions, at the-moment, rendér 
it a reasonable course to pursue, provided the plans really repre- 
sent a move towards the ultimate goal in view. This may be 
accepted as the basis of the more important of the two plans 
under review, the expansion of Ludgate-circus into a square 
as shown in the plan we reproduced. This plan is based on the 
assumption that the removal of the railway bridge and viaduct 
from the south to Holborn and Smithfield must be postponed, 
and that the road plan can be such as will admit of its retention 
for a number of years to come. 

The committee and its technical advisers have come, obviously 
with reluctance, to the conclusion that while the removal of 
Blackfriars railway bridge is more fundamental to the execution 
of the City of London Plan than those of Cannon-street and 
Charing Cross, it is impossible to find funds for the former at the 
present time and that the latter two must be left over for some 
25 or 30 years. The retention of Cannon-street Station pre- 
cludes the suggested double-decking of Upper Thames-street, 
and widening this is indicated as an alternative. 

The other major improvement considered by the Committee 
was that for a 52-ft. wide underpass to Cheapside leading from 
- a new square at the place where Queen Victoria-street crosses 
Cannon-street to a point in Gresham-street west of the Guildhall ; 
the levels render this as practicable and the advantages to the 
traffic in Cheapside are obvious, but the cost is estimated at 
£911,000, and its advantages as regards a general traffic scheme 
for the City are dubious. For one thing, it fails to secure a 
good route northward from Southwark Bridge, which it would 





do if the underpass started from the crossing of Queen-street 
and Upper Thames-street. Southwark Bridge is almost wasted, 
carrying little traffic owing to this lack of a good northern outlet. 

As planned, the verdict is given against this underpass and a 
series of widenings and other alterations around the Church of 
St. Mary-le-Bow are substituted. These would undoubtedly 
much improve the appearance of this area, though they would: 
not greatly affect the traffic conditions here, and on the ground 
of the very considerable cost are only recommended to be under- 
taken gradually, mainly by the adoption of new building lines. 

It might be recommended that the Committee, with the wide 
knowledge of the City’s needs and the financial possibilities 
that it now possesses, should deal with redevelopment on a more 
comprehensive basis, revising the general plan and supple- 
menting it with a long-term programme, extending over the 
number of years regarded as requisite ; this would in the end 
prove the truest economy. 








poe the Ale Garland at the Festival Inn, which is being built at 


he Lansbury Neighbourhood Unit, Poplar. Some account of the 
ceremony is given in a note on facing page 
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NOTES anp NEWS 


Is this Architecture ? 


(THE journal of the Architectural Students’ 

Association, “Plan,” is edited, it 
seems, on a rota by various of the schools 
of architecture. The eighth of the series, 
ptoduced by a group of students at the 
Architectural Association School from 34, 
Bedford-square, is a curious affair—more 
sociological than architectural—in which 
the main article traces the development of 
the aeroplane which is put forward as a 
suitable inspiration for future architectural 
design. ‘“ We must... cast our eyes back 
to the early aeroplanes and then, having 
sensed their spirit and understood our tech- 
nical resources, design [our buildings] 
anew.” 

This vision of a streamlined future, how- 
ever bleak it may appear to the older hands, 
is obviously a line of thought which is fully 
permissible in a students’ journal, though 
one must hope that it does not reflect the 
training that is being given. What seems 
lesS creditable is the curious pacifist propa- 
ganda which informs the whole production. 
Everyone must agree with the editors in 
their wish to avoid the waste and horror of 
war, but has it occurred to them that no 
country could have done more in the past 
five years to give practical proof of its in- 
tense desire for peace than Great Britain, 
even by disarming itself to its present level? 
Yet we stand to-day on the verge of a further 
catastrophe, and the remedy proposed by 
“Plan” is to state “ We will not contribute 
to armament.” and further to print, in a 
full-page article headed “ Military Service,” 
both a defence of conscientious objection 
and advice to thcse who wish to become ob- 
jectors on how to go about it, with details 
of an organisation which exists for that pur- 
pose. We find it difficult to understand the 
conscientious objector’s mind, while _hot 
denying his honesty or his right as an indi- 
vidual under our laws to follow this line of 
action. We do strongly object, however, to 
finding organised propaganda to this end in 
a magazine which purports to be devoted to 
architectural matters, produced by a group 
of students from 34, Bedford-square, the 
headquarters of the Association. The fact 
that the production of the next number is 
to be undertaken by another architectural 
school does not obviate the following 
questions: Was this publication issued from 
34, Bedford-square with the knowledge and 
approval of the A.A. Council, and if not, 
what control does the Coufcil exercise over 
the actions of students who are under their 


direction? 


Carlton House Terrace 

Tue Town Planning and Improvements 
Committee of the Westminster City Council 
is to give further consideration to the ques- 
tions of height and elevations of the proposed 
scheme for the rebuilding of properties in 
Carlton House-terrace, to provide accommo- 
dation for the Foreign Office. 


Two large blecks are proposed on the 
south side of Carlton House-terrace, one on 
each side of the Duke of York Monument. 
The general overall height will be about 
96 ft. above the level of Carlton House- 
terrace, with lower sections at the eastern 
and western ends of each block. It is under- 
stood that the existing facade to The Mall 
will be retained. A lower ground floor will 
contain a garage and facilities for the loading 
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and unloading of vehicles with an access 
ramp, about 24 ft. wide, in the middle of 
Waterloo-place, commencing at a point oppo- 
site the southern boundary of the Atheneum 
Club and terminating approximately under- 
neath the line of the north side of Carlton 
House-terrace. 


A length of about 90 ft. of the highway 
of Carlton House-terrace at its eastern end is 
shown to be incorporated in the building site, 
and along the major part of the remainder 
of its length this highway is to be widened 
to provide space for the parking and turning 
of cars. 


An Appointment 


Mr. W. D. Bryant has been appointed 
Public Relations Officer to the National 
Federation of Building Trades Employers, 
and takes over his duties at 82, New Caven- 
dish-street, W.1, on January 1. Mr. Bryant, 
who joined the staff of The Builder in 1937, 
has been Assistant Editor since 1948. He 
takes with him the sincere good wishes of the 
Directors and his colleagues on the staff 
of this newspaper for his future success and 
happiness. 


Holiday Lectyres for Boys and Girls 


Four FREE holiday lectures for boys and 
girls are to be given at the Victoria and 
Albert Museum during January next. Two 
of them, “Elizabethan Art” (January 2) 
and “Stuart Art” (January 9) will be by 
Mrs. R. Marcousé, Ph.D., of the Ministry 
of Education, and the others, “ Leonardo da 
Vinci” (January 4) and “ The Crystal Pal- 
ace of 1851” (January 11), by Mr. C. H. 
Gibbs-Smith, M.A., Keeper of V. and A. 
Museum Extension Services. Each lecture 
will be given in the lecture theatre of the 
Museum at 11.30 a.m. Adults may attend 
if they wish. 


City Reconstruction Plans Approved 


The Court of Common Council, at its 
meeting on December 14, approved the two 
reports by the improvements and town plan- 
ning committee on reconstruction in the City 
of London which were summarised in The 
Builder of December 15. The subject is 
dealt with in a leading article. 


‘** Chimney Beer ’’ Celebrations 

BELIEVING THAT MANY a true word is 
spoken in jest, we feel tempted to agree with 
the burly bricklayer who informed us, 
between gurgling gulps of genuine “ chimney 
beer,” that if we wanted to increase produc- 
tivity then that was the best stuff with 
which to do it. 


The serving of “chimney beer” is an old 
building custom in which the owner of a 
new building and the operatives engaged on 
the job drink each other’s health and put out 
a flag when the last chimney is completed. 
The custom was revived last week at Pop- 
lar on the site of the “Festival Inn,” the 
public house (now in the course of erection) 
which will form part of the “live” archi- 
tecture exhibit in the Festival of Britain. 


The ceremony was performed as in the 
past. It commenced with the arrival of a 
smartly decorated cask-laden brewers’ dray 
pulled by four magnificent horses. The two 
draymen wore traditional brewers’ dress 
(dark green overcoats, aprons, leather gaiters 
and bowler hats) and also in attendance were 
several “ale wives” wearing black broad- 
rimmed hats and white lace collars on light 
grey ankle-length dresses. 
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Messrs. Truman, Hanbury Buxton and Co. 
were the hosts on this interesting occasion, 
and after the beer had been safely delivered, 
Mrs. Hanbury hoisted an ale garland which 
provided an appropriate Christmastide effect. 
The climax of the proceedings was the serv- 
ing of ale possets, each of which was first 
approved by official ale conners. Among 
the varieties served were Wassail Bowl, ~ 
Lamb’s Wool, Oxford Grace Cup, Flip, and 
Bragot, the flavour of each being as taste- 
fully peculiar as its name was mysterious. 


In case there was any doubt about the 
wisdom of reviving this old custom, a 
spokesman for the operatives present 
applauded the idea amid a chorus of cheers. 
His obviously sincere comment to the effect 
that a pub like the “Festival Inn” was 
worth its weight in gold, could, perhaps, by 
a small stretch of the imagination,. be inter- 
preted as a suitable compliment to the archi- 
tects, Mr. R. W. Stoddart, F.R.I.B.A., who 
designed the interior of the inn, and Mr. 
Frederick Gibberd, F.R.I.B.A., who designed 
the elevations, and to Leslie and Co., Ltd., 
the contractors. 


Professional Announcement 

Messrs. T. M. Deacon, SON AND KNIGHT, chartered 
quantity surveyors, have now removed to 157, Victoria- 
street, London, S.W.1, and would be pleased to receive 
trade catalogues. Tel.: Victoria 4063-4, 


COMING EVENTS 


Tuesday, January 2 

L.M.B.A. NORTHERN AREA.—Ladies’ Festival. 
Royal, Regent-street, W.1. 6 p.m. 

Wednesday, January 3 

L.M.B.A. CENTRAL AREA No. 2.—A.G.M., Horse Shoe 
Hotel, Tottenham Court-road, W.C.1. 1 p.m. 

INSTITUTION OF HEATING AND VENTILATING ENGINEERS 
(East MIDLANDS BRANCH).—“ District Heating in 
France,” by Mr. A. E. Pearce. Gas Showrooms, Not- 
tingham. 6.30 p.m. 

ILLUMINATING ENGINEERING Society. (NEWCASTLE 
CENTRE).—** Design of School Lighting,’ by Mr. J. F. 
Roper. Minor Durrant Hall, Oxford-street, Newcastle- 
on-Tyne, 1. 6.15 p.m. 

Friday, January 5 

INSTITUTE OF REGISTERED ARCHITECTS.—“ The Struc- 
tural and Decorative Use of Timber,” by Mr. J. R. M. 
Poole, A.R.I.B.A. Housing Centre, 13, Suffolk-street, 
Haymarket, S.W.1. 6.30 p.m. 

L.M.B.A. (NORTH-WESTERN AREA).—A.G.M., Gayton 
Rooms, Station-road, Harrow. 1 p.m. 

INSTITUTION OF STRUCTURAL ENGINEERS (WESTERN 
Counties BRANCH).—“‘ Reconstruction of the Colston 
Hall, Bristol,” by Mr. N. G. T. Ball. Grand Hotel 
Bristol. 6.15 p.m. 


FROM “ THE BUILDER” OF 1850 
Saturday, December 28, 1850. 


When the [Great] Exhibition opens we 
shall not fail to make our readers acquainted 
with all matters there exposed which are 
likely to interest them. It will be the event 
of the year, and an event which will dis- 
tinguish the year from all that have preceded 
it: we shall seek to glean from it all that 
will tend to the improvement of dwellings, 
the advancement of art, the welfare of the 
— and the general progress of man- 

ind. 


There wili be many other things to do, too. 
The window-tax must be beaten off, and 
sanitary measures carried forward; the 
advancement of the Operative must be cared 
for; freedom of thought in architecture 
advocated; and inventors be enabled cheaply 
to secure the results of their ingenuity by a 
reformation of the patent laws. 


(From a leader appearing over the name 
of GeorGE Gopwin.) 


Cafe 
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THE NORTHERN IRELAND HOUSING TRUST 


Supplementing the Work of Local Authorities 
By JOHN F. SANDERS 


HE provision of new dwellings in 

Northern Ireland since the war has 
differed, as far as organisation is concerned, 
from that in the remainder of the United 
Kingdom, in that two public agencies 
operate side by side with private enterprise. 
These two agencies are the local authorities 
and the Northern Ireland ‘Housing Trust, 
which was set up by the Housing Act 
(Northern Ireland), 1945, in the spring of 
that year to provide housing accommoda- 
tion for workers. The local ajuthorities 
‘continue to be the housing authorities in 
their own areas, but the Trust supplements 
their efforts in a way which is very much 
needed, and engages in certain special kinds 
of housing which the local authorities find 
some difficulty in dealing with. 

In 1944 the interim report of the North- 
ern Ireland Planning Advisory Board sug- 
gested that 100,000 new houses were 
needed. When the Housing Trust was 
formed it was thought that it might be 
responsible for about 25 per cent. of the 
new housing, the balance to be covered by 
local authorities and private enterprise. 
Actually the Trust has provided about 30 
per cent., and at one stage its contribution 
was nearly 50 per cent. 

Financed by loans from the Government, 
the Trust has five members (it may have a 
maximum of seven), with Sir Lucius O’Brien 
as chairman, and two principal officers in 
Messrs. J. G. Calvert, B.Com.Sc. (general 
manager) and J. Cairncross, Dip.Arch., 


A.R.IL.B.A., A.M.T.P.I. (chief technical 
officer). The members are appointed by the 
Minister of Health and Local Government, 
are not paid any salary, and may not bene- 
fit, either directly or indirectly, from any 
bargain or contract entered into by the 
Trust. The accounts are subject to audit 
by the Northern Ireland Comptroller and 
Auditor-General. 

Since speed in providing houses was par- 
ticularly important in the early days of the 
Trust, the members were gratified that 
within eighteen months contracts for over 
3,000 houses had been let on sites where 
roads had been completed or were suffi- 
ciently advanced for building to start. Un- 
fortunately, the benefit of this excellent 
start was largely offset by lack of supplies, 
which caused the Trust to delay entering 
into further contracts for a full year. This 
decision was made, however, to avoid the 
retardation of the completion of houses in 
course of erection and the possible creation 
of a bottle-neck in the whole building 
programme. 

In order to overcome shortages both of 
labour and materials, the Trust thoroughly 
investigated non-traditional methods of con- 
struction and selected the “ No-Fines ” con- 
crete, the “Easiform” and the “ Orlit” 
systems. 


Considerations of Economy 
One of the first considerations which the 
Trust has always had to bear in mind is that 
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of economy in costs, since it was impera- 
tive that the houses should be let at rents 
which the workers could afford. Therefore, 
if the price shown in any tender for a con- 
tract indicates that the standard rent is 
likely to be exceeded, steps are taken, even 
to altering the design if necessary, to make 
the desired savings. The Trust take the view 
that it is no real kindness to a family to 
provide a house if they cannot pay the rent. 
In taking this attitude the Trust is always 
mindful of the fact that most of the families 
which move into the new houses come from 
inferior and more cramped accommodation, 
and therefore need to spend some money on 
more—and usually better—furniture and 
furnishing materials than they have had in 
their former home, with a consequent drain 
on the family exchequer. 


Beyond the statutory subsidy, the Trust 
places no burden on the Northern Ireland 
taxpayer. The capitalised amount of the 
housing subsidy for 60 years is paid to the 
Trust by the Government for each house 
as it is completed. Early in its existence 
the Trust lost money on its housing 
schemes, because big sums had to be laid 
out before any return could come in from 
rents. In the fifth year, however, a credit 
balance was achieved. 


When the Trust started building it was not 
thought that the economic rent for a three- 
bedroomed house would need to be as high 
as 14s. a week, after allowing for the sub- 
sidy, but in fact this is the figure which has 
been fixed as the standard rent, and has 
been due to a steep rise in building costs, 
although some economies have been 
effected as work on the earlier schemes pro- 
ceeded. By 1947 it became clear that the 
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continued increase in the cost of building 
would inevitably raise the rents if further 
economies were net made. Eventually the 
Trust recommended certain amendments 
to the standards of building, which would 
result in cheaper building. A rise in in- 
terest rates in January, 1948, from 24 per 
cent. to 3 per cent., threatened an increase 
of 2s. 3d. a week in the average three- 
bedroomed house. Once again, however, 
the Trust was able to discover fresh ways 
of reducing costs, and when contracts were 
let in May, 1948, it was found that the rent 
of 14s. could be held. 

Naturally this figure, low by standards in 
England, has attracted some attention from 
housing authorities elsewhere than in 
Northern Ireland, with the result that there 
has been a considerable interchange of in- 
formation between the Trust and authorities 
and persons interested in housing elsewhere 
in the United Kingdom. 2 

Actually, the Trust operates at certain 
disadvantages in seeking to keep its rents 
low, compared with the resources on which 
local housing authorities can rely. It has 
no pre-war housing schemes the rents of 
which can be raised to help reduce the rents 
of post-war houses; there are no other 
staffs and offices which can carry part of the 
burden of administrative costs; no contribu- 
tion is available from the rates; and, there- 
fore, the Trust must charge every item of 
expenditure against rents. Although the 
subsidy in Northern Ireland is on a higher 
level (£30 per annum on a four-apartment 

ouse for 60 years) than in England, build- 
ing costs are greater. 


Standards Somewhat Lower 

It has been possible to avoid exceeding 
14s. for the rent by rigorous economies, 
careful planning of roads and layouts, and 
constant vigilance in placing contracts. But 
it must not be overlooked that the size and 
standards of the houses built by the Trust, 
while by no means inadequate to house 
families comfortably, are a little lower than 
in England. In this respect the Trust is 
only following the general trend of North- 
ern Ireland public housing. The first 4,000 
houses erected by the Trust were of about 
900 sq. ft. area for four- apartments. The 
later designs have been for 800 sq. ft. houses 
in terraces, but a new plan for a 830 sq. ft. 
house, to include a combined kitchen and 
living-room and a_ parlour, is_ being 
developed. 

The Trust is not content with its success 
in keeping the rent of the standard dwelling 
down to 14s., but is endeavouring to provide 
good, serviceable accommodation for those 
people—and there are not a few in Northern 
Ireland—who cannot afford even 14s. After 
intensive examination of the problem, the 
Trust believes that flats provide the solution, 
and is preparing to go ahead on this 
assumption, in spite of the fact that flats 
are no more popular in Northern Ireland 
than in England. A small number of 
multi-storeyed flats are to be erected to 
obtain experience, while some two- or three- 
storeyed flats are now being built. 

The first type of flat to be built has two 
bedrooms and is constructed in two-storey 
blocks resembling semi-detached houses, but 
containing four dwellings instead of two. 
Doors of the lower flats are in the front, 
but the upper flats have their doors at the 
side, and separate inside staircases. There- 
fore they are completely independent units. 
Contracts by public tender for the erection 
of this type on four sites—one in Belfast— 
have been placed by the Trust. 


THE BUILDER 


The Trust’s two-storey houses at Dungannon 
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The ‘‘ Ulster Cottage ’°—to be built by rural authorities and let at 7s. 6d. a we2k 
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site, to give 3,500 dwellings in all in the 
Belfast area up to 1955. 
Cottage for Rural Areas 

Specifically for rural areas the Trust has. 
had a single-storey'type cottage designed. 
With a simple gable roof, this cottage has. 
plain colour-washed walls, but inside, with 
the exception, of course, that there is less. 


| space, it is very similar to the larger houses. 





oF 


A typical block of four two-bedroom flats 


Prices show that the cost of each flat is 
substantially below that of a two-bedroomed 
house, although the accommodation is vir- 
tually the same. Another financial saving is 
effected because the two dwellings share the 
cost of paths, fencing, drains, roads and 
services. 


The same type of flat has also been 
designed with three bedrooms, providing 
accommodation for larger families at a lower 
rent than that: of a three-bedroomed house. 


The Trust envisages making more 
economies by building blocks of three 
storeys with a common staircase, each flat 
having two bedrooms. Several such blocks 
are being erected in the neighbourhood of 
Belfast. 

Every opportunity of saving on building 
costs without materially reducing the stan- 
dard of accommodation has been seized by 
the Trust, and some interesting departures 
in design have resulted. Seeing in the long, 
vacant road frontage at each corner an open- 
ing for cutting down overall site costs, at 
Cregagh, near Belfast, the Trust took the 
unusual course of filling in the exterior 
corners with two-bedroomed flats. On its 
other estates the Trust has closed in the 
open spaces at the corners between the 
gables of the houses by screen walls, so as 
to preserve the privacy of the back gardens. 
A block of flats has now been designed to 
fill in these corners. These blocks will con- 
tain two single-bedroom flats downstairs and 
one single-bedroomed and one _ two-bed- 
roomed flats upstairs. In all cases a small 
drying green will be provided for each flat. 


Old People’s Homes 


The special needs of old people have not 
been forgotten by the Trust, which has 
designed cottages for them, to be built on 
a number of the estates. In the cottage 
is a living-room, off which opens a small 
kitchen and a bed recess with a built-in 
wardrobe. Opening off the bed recess is 
the bathroom. The bed recess is separated 
from the living-room only by a curtain, so 
that, if one of the residents should be con- 
fined to bed, he or she could still share in 
the life of the main room. It also has the 
advantage that a single fire can be kept 
going night and day if necessary. 


At Finaghy, a little to the south-west_of 
Belfast, a small close of old people’s cot- 
tages is being built, at the corner of the 
estate nearest to the crossroads, where 
churches and shops are situated and across 
which public transport runs. In the middle 
of one row of cottages will be placed a care- 
taker’s house, with a common room for men 
on one side and one for women on the 
other. This experiment will be repeated 
elsewhere if successful. ‘ 


Redesigned Houses 


The type of house which was evolved in 
1947 to meet the need for economy and is 
being built on many sites, has been re- 
designed. Instead of the large living-room 
with scullery opening off it with provision 
for gas cooking there and an open fire with 
boiler-grate in the living-room (or slow- 
combustion stove, in the absence of gas), 
the new design incorporates 30 more square 
feet of space to allow for a small parlour 
with open fire, and a kitchen-living-room 
in which the cooking will be done with gas, 
electricity or slow-combustion stove, accord- 
ing to circumstances. This addition to the 
amenities has not been found to increase the 
cost materially, and has met the preference 
of the majority of tenants for an open fire. 


A larger semi-detached house is also being 
built by the Trust, 970 sq. ft. in area. A 
few of these will be included in each estate 
which is suitable, and are intended for 
people prepared to pay a higher rent for 
more accommodation. 


Not only is it contributing to the solving 
of the housing problem in the rural areas 
and small towns: the Trust is also taking a 
share in housing and _ rehousing the 
inhabitants of Belfast, in particular filling 
the gap before the long-term policy of the 
Planning Commission can bear fruit. 
During the last three years the Trust has 
completed, on an average, 700 houses a 
year in anid around Belfast. Now it is 
engaged on the preliminary work in connec- 
tion with the largest single housing project 
attempted in Northern Ireland, a site just 
south of Carnmoney, north of the city, 
where it is intended to build 3,000 dwellings. 
Five hundred more dwellings are also 
planned for an extension of the Anderstown 


built by the Trust and, indeed, is similarly 


‘equipped. There are two-, three- and four- 


bedroomed types, the latter again being 
sub-divided into those with a north and 
those with a south aspect. These cottages. 
are erected in terraces and usually grouped 
around a green. 

On March 31 (the latest date for which 
accurate figures are available) the Trust had 
acquired ‘sites for 9,850 dwellings. Of these, 
5,128 were. occupied. During 1949-50, 1,973 
were completed, and 3,060 are under con- 
tract. Fifteen estates have been finished 
and building is in progress on 42 other sites. 
Many other sites are under examination, 
and altogether the Trust is concerned with 
over 80 sites. 

Prefabricated Rural Cottages 

In order to speed up housing in the 
rural areas, the Northern Ireland Minister 
of Health and Local Government (Dame 
Dehra Parker) is urging rural local authori- 
ties to adopt an “Orlit” prefabricated 
design of cottage, a prototype of which has. 
been inspected by the Minister and by repre- 
sentatives of many rural authorities through- 
out Ulster. This cottage contains a living- 
room, kitchen, three bedrooms, scullery and 
store. 


Two firms have agreed to build these 
cottages in substantial numbers, and the 
Ministry has decided on a provisional pro- 
gramme of 2,000 completed by the end of 
1952. The basic price is £800, which, 
according to the Minister, will enable local 
authorities to buy the land, pay all pro- 
fessional fees, build the cottages and let 
them at not more than 7s. 6d. a week. 

It is claimed that each house can be 
erected in a few days. This scheme is 
independent of the Northern Ireland 
Housing Trust’s programme. 


COMPETITION NEWS 
Extension to Medical School, Edinburgh 


The award in the open competition for 
designs for the extension of the Medical 
School on the north side of George-square, 
Edinburgh, has now been declared. The 
assessor, Mr. A. G. R. Mackenzie, A.RS.A., 
F.R.I.B.A., has placed the following :— 

1st (£1,050): W. N. W. Ramsay, A.R.I.B.A., 
c/o Macnair, Elder and Ridley, 529, Sauchie- 
hall-street, Glasgow. 

2nd (£630): P. N Taylor, A.R.I.B.A., and 
J. Holt, F.R.I.B.A., 2, Rokeby-avenue, 
Bristol. 

3rd (£315): A. J. M. Tolhurst, A.R.L.B.A., 
“ Terriers,” Riverside-drive, Esher, Surrey. 

About 30 designs were submitted. 

The Court are withholding publication of 
the designs “for some weeks,” pending 
preparation of a perspective. 


COMPETITION OPEN 


£1,000 TERRACE HOUSE. Promoted by The Builder 
newspaper. Premiums total £500. Assessors: Sir 
Lancelot Keay, K.B.E., M.Arch.; Mr. Arthur Kenyon, 
C.B.E., F.R.L.B.A., M.T.P.I.; and Sir Stephen Tallents, 
K.C.M.G., C.B., Hon. A.R.I.B.A. Conditions from -: 
The Editor, The Builder, Builder House, Catherine-street, 
W.C.2. Dep. £2 2s. Closing date for designs : January 17 
1951. November 10 and 17, 1950. 

Dates in italics at the end of paragraph refer to issues 
of “The Builder” in which details of the competition 
appeared. 
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Detail of memorial panel 


MEMORIAL LIBRARY, REED’S 
SCHOOL, COBHAM, SURREY 


I 


DAYDON GRIFFITHS, A.R.1I.B.A., ARCHITECT 





HIS memorial library, which was dedicated by Bishop 
Furse, D.D., in May last, is to the memory of Old Boys 

of Reed’s School who gave their lives in World War II, and 
has been installed in an existing room with a north-western 
aspect. The shelves and panelling of the library are con- 
structed of selected English oak left in its natural state but 
slightly wax polished, and it is estimated that there is space 
for about 5,000 books on the adjustable shelves. Inside 
the entrance door there is a panel carved in Roman 
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General view of library 


letters by Mr. Frederick Wigzell, and coloured in 
venetian red. The names of those to whom the library 
is dedicated are similarly carved on the centre panel 
in the recess above the fireplace. There is a maible 
surround to the fireplace in San Stefano, with a metal 
reeded back. In the bow window there is a window 
seat which was removed from the corresponding room 
below. The artificial lighting is by fluorescent fittings 


A corner of the library 


finished in “‘ Perspex,” and the library is heated by 
means o7 the open fireplace and by a 1:adiator on the 
west wall which is concealed by a metal grille. The 
general contractors were F. and H. F. Higgs, Ltd., and 
the sub-contractors were Electrical Installations, Ltd. 
(wiring and electrical work), D. Bianco and Sons, Ltd. 
(panelling), Wm. Smith (wrought iron and metal work), 
and Mr. Frederick Wigzell (carving). 
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View from south-east. Below: Erection of first-floor beams. 


H. M. STATIONERY OFFICE, SIGHTHILL, EDINBURGH 


MULTI-STOREY BUILDING IN PRESTRESSED CONCRETE 


SIR CHARLES MOLE, M.V.O., F.R.1.B.A., DIRECTOR GENERAL OF WORKS : W. A. ROSS, O.B.E., 
F,R.I.B.A., DIRECTOR OF WORKS (SCOTLAND) : STEWART SIM, F.R.I.A.S., ARCHITECT 
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Longitudinal section and main (south) elevation 


A MODERN building has long been 
needed to provide adequately for 
warehousing and distribution and to 
enable more of the work required by 
Government Departments in Scotland to 
be executed in Scotland. This new ware- 
house of the Stationery Office, opened by 
Lord Morrison, Parliamentary Secretary, 
M.O.W., on December 9, is situated on the 
Edinburgh Corporation Industrial Estate 
at Sighthill, some four miles west of the 
centre of the city, in the valley between 
Corstorphine and the Pentland Hills, and 
close to Turnhouse Aerodrome. The 
building has an area of 75,000 sq. ft., 
arranged on three floors each of 25,000 
sq. ft. In addition to storage and distribu- 
tion space, provision is made for ancillary 
accommodation for offices, welfare, canteen, 
etc., and for an office machine repair shop 
and a book-binding establishment. 


For this building, the Ministry of Works, 
on the advice of Sir Charles Mole, the 
Ministry’s Director General, and Mr. 
W. A. Ross, the Ministry’s Director of 
Works and Services (Scotland), decided 
on a prestressed concrete form of construc- 
tion, the prestressing being applied to the 
200 main and the 750 secondary beams. 
This has saved about 60 per cent. of the 
steel required for a steel-framed structure 
of similar size. Prestressing is not a new 
idea but its application to building, and 
especially to concrete, is comparatively 
recent, dating from the late 1920's. Rela- 
tively few prestressed structures have been 
built either in Britain or abroad; this 
multi-storey building is the first of this type 
in Europe, as far as is known, and probably 
the most ambitious of its kind so far 
erected. 


Prestressing is an offshoot from ordinary 
reinforced concrete work, the broad 
principle being the application of compres- 
sive forces to high-grade concrete, thereby 
strengthening it to such an extent that it is 
capable of carrying heavy loads. This is 
done by stretching cables of high tensile 
steel wires which create compression in the 
concrete, through anchorages, in trying to 
return to their normal state. 


In the architectural treatment of the 
building the aim has been to express 
function and also to feature the modern 
construction. The columns in their form 
are meant to suggest the heavy load carried. 
Continuous windows have been used to 
give the maximum daylighting in the 
interior of the building. Anodised alu- 
minium has been used as cladding to the 
concrete, this being probably the first 
building in this country treated so fully 
in this way. Decoration has been applied 
imaginatively. Pastel shades have been 
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used for the most part, and the columns on 

each floor have been painted in a series of 
three varying colours to alleviate the sense 

of monotony that might otherwise be felt 

in viewing such a large number of uniform 

supports. Apart from the esthetic aspect, 

the difference in the column colouring 

should prove a help to the employees in 

the ready identification of stackage areas. 

As a pleasing foil to the square build of 
the main structure, the semi-circular end 

staircases, which contrast with the pre- 

dominating horizontal lines of the main 

building and the steps of which are canti- 

levered out from a central concrete newel, 

have been encased in glass and given a, 
vertical accent. 


The storage part of the building is heated 
by means of automatic temperature con- 
trolled unit heaters with averaging thermo- 
stats. The offices have a low-pressure hot- 
water radiator system. Instantaneous gas 
heating is provided where hot water is 
required. An automatic sprinkler system 
is installed. Other points worthy of notice 
are the plastic partitions, the one-pipe 
copper plumbing system, and the arrange- 
ment whereby the roof drainage is taken 
in rainwater pipes down the centre of the 
columns. So far as possible the piping 
for all the various services has been taken 
through the beams so as to leave the 
working space free of obstruction and to 
give a neat appearance to the interior. 
The floor loads for which provision had 
to be made are unusually heavy. The 
ground floor is designed to take 10 cwt. 
per superficial foot, and the first and 
second floors 3 cwt. per superficial foot. 


The following are those mainly concerned 
in the design and erection of the store: 
MINISTRY OF WorKS—Director General 
of Works, Sir Charles J. Mole, M.V.O., 
O.B.E., F.R.I.B.A.; Director of Works 
and Services (Scotland), W. A. Ross, 
O.B.E., F.R.I.B.A.; architect, Stewart 
Sim, F.R.I.A.S., F.S.A.(Scot.) ; structural 
engineers, F. Webster, M.C., M.Eng., 
M.I.C.E., Hon. M.E.1.(Can.), R. W. 
Pearson, M.Sc., A.M.I.C.E. ; mechanical 
and electrical engineer, W. Russell; 
and sanitary engineer, T. Burton. The 
clerks of works were: J. Marr, R. G. 
Jack, and J. A. Barclay, and the main 
contractors, Messrs. Richard Costain, 
Ltd., of London, S.W.1. Subcontractors 
and suppliers were : 


Plumber, Patrick Knox and Son; _ asphalt roofing, 
Neuchatel Asphalte Co.; aluminium cladding, 
windows and doors and. rooflights, Williams and 
Williams ; heating, James Coombe and Son 
electrical works, Wm. Alian Smith and Co. ; boilers, 
Beeston Boiler Co.; automatic stokers, Prior 
Stokers, Ltd.; pumping set, Rhodes, Bryden and 
Youatt; sprinklers, Automatic Sprinkler, Ltd. ; 
unit heaters, Copperad, Ltd.; goods lifts, Evans 
Lifts, Ltd.; painting, H. McCallum; terrazzo 
tiles, Toffolo Jackson, Ltd. ; plasterwork, D. and J. 
Borthwick ; and lavatory partitions, Holoplast, Ltd. 





Tensioning cables of edge beam 

















December 29 1950 THE BUILDER 625 


HOUSE at STANMORE 


YOUNG AND ENGLE, 
FF.R.1L.B.A., ARCHITECTS 


THs one-family dwelling-house 

on the Warren Estate opposite 
Stanmore tube station was com- 
pleted in the Spring of this year. A 
rather more ambitious plan than 
licence restrictions allow was en- 
visaged and it was, therefore, im- 
possible to build the whole house in 
‘*“one go,” due to the limitation of 
floor area and cost. 


The large main bedroom on the 
first floor had to be omitted for the 
time being and a flat roof over the 
lounge left at present. In the illus- 
tration of the main elevation the 
toothing for the proposed main 
bedroom front wall is clearly visible. 
The fletton bricks forming the future 
inside wall of the main bedroom are 
coloured buff to match the golden 
buff facing brick. 


The staircase in the hall was 
planned to follow the sweeping glass 
brick window line, but had to be 
built angular to reduce cost. The 
three rooms downstairs are of modest 
size. The lounge and dining-room 
are connected by sliding double 
doors and the dining-room is adja- 
cent to the kitchen. The front room, 
with semi-circular bay window with 





The front terrace 





The front elevation 





LOUNGE 


GROUND FLOOR 
PLAN. 


south aspect, is isolated to permit its 
use as a Study. The labour-saving 
kitchen, facing the garden north- 
wards, contains a fully automatic 
gas boiler which provides central 
heating throughout the house. 


| 
| 
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KITCHEN 


The bricks are, as already men- 
tioned, golden buff facings, the 
horizontal pointing being off-white 
and the vertical pointing the colour 
of the bricks to emphasise the 
horizontal lines of the house. 


Detail of the front entrance 
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The builders were Messrs. Parr 
Builders, Ltd., of Hampstead, N.W.3. 
The only sub - contractors were 
Messrs. Standaras, Ltd., who pro- 
vided the precast pot flooring for the 
house, which has no timber flooring. 
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CORRESPONDENCE 


The Q.S. and Local and Nationalised 

Government Services 
To THE Epitor oF The Builder. 
/R.—It seems very strange that the 
“claims of the quantity surveyor to 
advance to a recognised position and to hold 
principal appointments in the local gevern- 
ment and nationalised services have never 
yeen made. The engineer has long held an 
eminent position in this field, while in the 
last generation the architect has, with the 
goodwill of all, been elevated to an 
-quivalent status. 

The profession of the quantity surveyor is 
now taking a very definite place in the work 
f local government and in the nationalised 
services, and it is high time that its mem- 
bers gathered together and formed a repre- 
sentative body. For this object to be ob- 
tained co-operation by all quantity surveyors 
in the nationalised and local government 
services is needed, and I shall be glad if those 
willing to assist in the formation of such a 
»ody will communicate with me in order 
that a preliminary meeting can be arranged 
in the near future. 

C. R. VINYCOMBE. 

4, Sundown-road, Sheffield, 9. 


The Mill at Keymer, Sussex 
To THE Epriror oF The Builder. 
ty IR, —One by one Sussex is losing the old 
*7  post-mills. Now the two-hundred-year- 
old mill at Keymer is falling into serious 
disrepair. The woodwork is falling away 
and it is doubted whether it can be restored 
owing to the deterioration of the interior 
supporting post upon which the whole of the 
upper portion rests. It has not been in 
working order for fully twenty-five years, 
but its disappearance would be a great loss 
to the county. 
ALLAN PHILLIP. 
103, Grand-avenue, Hassocks, Sussex. 


Salaries of Building Inspectors 
To THE Eprror oF The Builder. 


w IR, —It was with considerable interest that 
. I read Mr. J. H. Tugby’s letter in the 
issue of The Builder of December 1, and I 


The mill at Keyn er, in danger of collapse 
(see letter) 
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must agree that the formation of a separate 
Institution would be beneficial to all build- 
ing inspectors throughout the country. 

Numerous local authorities on Merseyside 
have formed an association with the direct 
purpose of pursuing further the claim for a 
national grading of building inspectors, 

I would suggest that if other areas formed 
similar groups with this object in view, the 
above claim would receive considerable 
support. ; 
JosepH HiLpitcu. 
“ Belmont.” Whiston-lane, Prescot. 


IN PARLIAMENT 


Local Authorities—Purchase 
ON December 14, Mr. MarPLEs asked the 

Minister of Health how many houses 
had been purchased by local authorities 
under Circuiar 92/46 for the years ended 
March 31, 1947, 1948, 1949, and 1950; and 
how many were purchased and erected in 
blocks of 20 houses or over. 

Mr. BEVAN said the 

follows :— 


reply was as 





hee igs No. in blocks 
No. completed of 20 or more 


Period 





120 
1,254 
6,780 
4,925 


To 31/3/47 

1/4/47 to 31/3/48 
1/4/48 to 31/3/49 
1/4/49 to 31/3/50 


9,120 
13,452 
7,191 


30.380 





_ cerned would pass 


Solid Fuel Appliances 

Mr. PHILIPS PRICE asked the Ministér of 
Health if he would state what proportion 
of the new houses built since 1945 had been 
fitted with solid-fuel appliances, regarded as 
fully efficient by modern standards. 

Mr. BEVAN Said that precise statistics were 
not available but large numbers of houses 
built between 1945 and 1948 were fitted 
with efficient appliances. Since the end of 
1948 it had been a condition attached to the 
approval of all housing schemes submitted 
to his Department that the main solid-fuel 
appliance in each house was one of those 
tested and passed as efficient by the Ministry 
of Fuel and Power. [December 14.] 


Private Enterprise Building 

Mr. DE LA BERE asked the Minister of 
Health whether, in view of the fact that 
many of the controls imposed on the erec- 
tion of private dwellings were delaying the 
erection of houses, he would hold a public 
inquiry to determine what changes were 
called for to expedite the building of pri- 
vate houses throughout the country. 

Mr. BEVAN said he did not accept the im- 
plication in the first part of the question 
and the latter part, therefore, did not arise. 
[December 14.] 


Housing Allocations 

Mrs. MIDDLETON asked the Minister of 
Health whether he would take steps to see 
that undue hardship in housing allocations 
was not being imposed by any local 
authority upon residents within its area, 
solely on account of the fact that owing to 
an alteration of boundaries the district con- 
into the control of 
another local authority at some future date. 

Mr. BEVAN said that the advice he had 
already given to local authorities on the 
selection of tenants should ensure that no 
such hardship would arise. [December 14.] 


Scottish Limits 
MAJOR NIALL MACPHERSON asked the 
Secretary of State for Scotland what were 
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the maximum limits of size and cost im- 
posed on houses built for private owners 
and local authorities respectively. 


Mr. T. FRASER said that the maximum 
area for both -local authority and privately 
built houses varied according to type and 
number of rooms, within a range from 725 
to 1,000 square feet, but in both cases a 
small number of larger houses was allowed 
in certain circumstances. No_ general 
maximum price could be fixed for local 
authority houses since a variety of factors 
operated to influence prices from site to site. 
The maximum limit for privately-built 
houses was fixed by the local authority on 
the basis of the price of similar houses built 
in the district by the local authority 
themselves. [December 12.] 


M.O.H. HOUSING MEDALS 
Conditions for 1951 Awards 
IN 


connection with the annual award by 
the Ministry of Health of diplomas and 
medals for the best designed local authority 
housing estates, schemes competing for the 
1951 award should be sent by the Housing 
Authority to the Principal Regional Officers 
not later than January 31 next. Two awards 
will be made in each Region, not four. The 
closing date has been fixed in order that the 
announcement of the awards may be made 
in time for the opening of the Festival of 
Britain. 
Conditions of Award 
With the object of encouraging and recog- 
nising the attainment of a high standard of 
design in local authorities’ housing estates 
and houses the Minister has decided with the 
concurrence of the R.I.B.A. to award 
annually a number of medals and diplomas 
for housing schemes which are adjudged the 
most meritorious. 


Awards will be offered annually 


(a) in each region outside London for 
one urban scheme and one rural scheme: 


(b) in the London region an award for 
a scheme of new development and another 
for a scheme of reconstruction. 


Last year all post-war schemes completed 
by the end of 1949 were eligible and in view 
of the period covered and the large number 
of schemes involved up to four schemes 
could be selected for award in each region. 
For 1951 and in subsequent years the awards 
will be limited to two per region. 


An Awards Committee will be formed in 
each region to adjudicate upon entries. 


Where the design of the winning estate ~ 
is the work of two persons each having sep- 
arate responsibilities to the authority, the 
awards committee will be free to award a 
second medal if they consider that both of 
those persons are equally entitled to credit. 

In adjudicating upon entries the Awards 
Committee will take into account the Jayout 
and appearance of the estate and the archi- 
tectural quality and internal planning ef the 
houses. 

Only housing schemes completed by Dec- 
ember 31, 1950, will be eligible for consi- 
deration. In this connection a housing 
scheme will not normally be regarded as 
complete until the whole of the housing 
development to be carried out on the site is 
finished. An instalment of the development 
of a site will not be regarded as a scheme 
for this purpose except where, in the opinion 
of the Awards Committee, a section is large 
enough to justify consideration as a com- 
pleted group of houses. 
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ARCHITECTS’ REGISTRATION COUNCIL 
Seventy-fifth Ordinary Meeting 


A total of 179 applicants was admitted 
to the Register at the 75th ordinary meet- 
ing of the Architects’ Registration Council 
of the United Kingdom held at 66, Portland- 
place, on, December’ 15. Mr. Sydney 
Tatchell, C.B.E., presided. 

The Admission Committee reported that 
of these 179 applicants, 176 had qualified 
by examination under section 6 (i) (c) of the 
Principal Act, and three had qualified under 
section 6 (1) (d) of the Principal Act, and 
under Regulation 26 (4)—architects resigned, 
seeking readmission. The report went on 
to give a summary of applications to date 
and stated that the total number of applica- 
tions received under the 1938 Act and under 
Regulation 26 (2). (5), (6), (7) and (b) was 
5,615 out of which 3,968 were recommended 
for admission, 1,443 were rejected; 203 ap- 
plications were withdrawn, leaving a balance 
still to be dealt with of one. Mr. VINCENT 
Burr, chairman of the Admissions Com- 
mittee, said that this one application was out- 
standing because the applicant resided in 
New Zealand and the committee were 
awaiting correspondence. 

The report of the Board of Architectural 
Education stated that Mr. Kenneth J. Hicks 
had been appointed to the General Pur- 
poses Committee in place of Lt.-Col. V. H. 
Seymer, who had resigned. On the subject 
of qualifications under section 6 (1) (c) of the 
Principal Act, the Board recommended that 
the Diploma Final Examination of the 
Oxford School of Architecture be recog- 
nised as qualifying for registration under 
section 6 (3) of the Principal Act. The 
recommendation was agreed by the Council. 


On the question of representation on the 
Council of the “Unattached” Architects, 
the report of the Finance and General Pur- 
poses Committee stated that the Voters’ 
List for the election of representatives of 
the “Unattached” Architects for the year 
191/52 had been prepared by the Registrar 
in accordance with Regulation 44, and con- 
tained 2,623 names, entitling the “ Un- 
attached ” Architects to six representatives 
on the Counci!. The report further stated 
that nomination forms inviting the nomina- 
tion of candidates for election had been 
issued. The report went on to deal with the 
representation of constituent bodies on the 
Council and stated that the Registrar had 
reported the following figures of member- 
ship of the various constituent bodies:— 


No. o No. of 

Membe. Reps. 
Roya’ Institute of British Architects 9,807 20 

incorporated Association of Archi- 

tects and Surveyors wes on 1,307 3 
Faculty of Architects and Surveyors 375 1 
Architectural Association -.. woe 1,266 3 
Association of Building Technicians 574 2 
Provine a. AssOciacions eee eco 741 2 


The Council agreed to a recommendation 
of the Finance and General Purposes Com- 
mittee that the penalty be waived in the 
cases of two architects who, having paid 
the retention fee before the end of the year, 
have been restored to the Register. 


The Professional Purposes Committee re- 
ported that they had considered a com- 
plaint that an architect, who was employed 
as an architectural assistant to a local 
authority, had also been acting as architect 
from time to time for clients who had pur- 
chased building plots from the local 
authority. The Committee were informed by 
the clerk to the local authority that the 





architect was not employed on full-time, that 
on his engagement permission had been given 
to him to carry out private work, that pay- 
ment was made on the R.LB.A. Scale and that 
the purchaser of the Council’s building plot 
was free to go to any architect that he 
chose. 


The Committee had advised that no ob- 
jection could be taken to such an arrange- 
ment. The Committee were further informed 
that this architect’s fees had, in fact, been 
paid to the local authority direct, who re- 
tained 50 per cent. to compensate them for 
the use of their offices, equipment and 
materials and for such amount of the archi- 
tect’s private work as had been done in the 
Council’s time. They had pointed out that 
this was not a satisfactory arrangement, that 
all fees must be paid to the architect direct, 
though he was at liberty to agree with the 
Council for an appropriate payment to them 
in respect of the above matters, and had fur- 
ther advised that it would be more satis- 
factory if the private work were done out- 
side the premises of the local authority, as 
for example, in the architect’s house. 


The Committee had also considered a 
complaint, the facts of which had been 
brought to their notice by the Secretary of 
the R.LC.S. through the Secretary of the 
R.I.B.A., in which it was alleged that two 
architects had been members of a managing 
committee of a limited liability company and 
had carried out architectural work on com- 
missions received by the company. 


The architects had been informed that, if 
the facts were as stated, in the opinion of the 
Committee they must either resign from the 
managing committee of the limited liability 
company or resign from the Register. 


Architects and House Agents 


The following correspondence between the 
R.L.C.S. and the Council had taken place on 
the “* Memorandum on Architects and House 
Agents,” published in 1948 (now incorporated 
in the Code as Principle VII, Examples (vi) 
and (v) (a), Principle VI, Example (vii) and 
paragraph 3 of the Notes on p. 7). 


The R.IL.C.S. wrote on November 8:— 


This Institution has been considering the 
possible effects upon certain of ‘its members 
of the decision set out in a Memorandum on 
the subject of architects and house agents, 
which appeared in the Journal of the Royal 
Institute of British Architects in January, 
1949. 

If it is desired to prohibit architects from 
associating with house agents of the kind who 
possess no qualifications to deal in real 
estate, and who subscribe to no code of con- 
duct in their dealings, the Institution would 
doubtless support the views of your Council 
to the full. But if the term “ house agent” 
is held to embrace al! members of this 
Institution whose function is to deal in real 
estate, then the matter assumes a different 
complexion. 

My Committee have examined the Mem- 
orandum on this subject with some care, and 
would be grateful if certain points could be 
further elaborated. It is noted that the ob- 
jection to association between an architect 
and a house agent is based upon the conten- 
tion that the architect cannot, in such circum- 
stances, give unbiased advice to a prospective 
purchaser. 

No mention is made, however, of what view 








December 29 1950 


would be taken of a case where an in- 
dependent architect is instructed by a client 
to advise on a property with a view to pur- 
chase and is instructed at the same time to 
negotiate the actual transaction. Presum- 
ably the architect must refuse to negotiate 
the purchase since, if he does not, he must be 
held to be biased in favour of persuading 
his client to buy, in view of the extra fee he 
may expect to receive by acting as a pur- 
chasing agent. 

If, on the other hand, it is held to be 
proper for an architect to advise a client on 
a property and also to buy it for him, then 
it seems immaterial whether the architect is 
working for a house agent or whether he is 
directly instructed by a client. My Com- 
mittee would like some clarification of this 
point. 

My Committee were also in some doubt as 
to what exactly is meant by the term “ house 
agent.” Some firms in which members of this 
Institution are engaged do a certain amount 
of business in real estate. Other firms make 
dealing in real estate their major function. 
But it is extremely difficult to draw any clear 
line between the two types of firm. Yet, if 
no such line can be drawn, and your Council 
takes the view that the term “ house agent ” 
must be held to cover all firms which deal 
in real estate in any way, except as estate 
surveyors or land agents, then there must 
inevitably be some curtailment of co-opera- 
tion between surveyors and architects. And, 
in view of the fact that both are concerned 
with real estate and are to a large extent 
mutually complementary, such curtailment 
cannot be regarded with indifference. 

Finally, it is not quite clear why, if an 
architect may be employed by a contractor 
as long as he advises nobody but his employ- 
ers in respect of work carried out by the 
latter, an architect could not be employed 
by a house agent on similar terms. 


To sum up, my Committee feel that the 
whole position lacks definition. It is not 
known whether the main principle stated is 
held to extend beyond the case of house 
agents. And, if it does not so extend, it is 
not understood why especial exception must 
be made with respect to such persons. Fur- 
ther, it is not certain what field the term 
“house agent” is intended to cover, or 
whether it is really possible to define that 
field with sufficient accuracy for practical 
purposes. 

My Committee would be glad of any ob- 
servations which your Council may be pre- 
pared to make. Indeed it is very necessary 
for certain members of the Institution to 
know exactly what their position is. At 
present there is no certainty. 


The Registrar replied on November 30:— 

Your letter of November 8 has been con- 
sidered by the Professional Purposes Com- 
mittee of my Council. The Committee 
assume that the fourth paragraph of the 
letter refers to the following passage in the 
Memorandum:— 


1. Architects employed by house agents. 
It follows from the above principles that an 
architect who is paid by a house agent can- 
not give unbiased advice to a prospective 
purchaser. There is no objection to an 
architect in his professional capacity advising 
a house agent on fee or salary, but he should 
not act as architect for a client of the house 
agent in connection with a purchase being 
negotiated by his employer. 

There is an important distinction between 
this and the case of an independent architect 
who is instructed by a client to advise on 2 
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property and negotiate the purchase. While 
it is true that the architect may be biased in 
favour of the transaction to the extent of the 
fee he may expect to receive by acting as 
purchasing agent, the client in this case makes 
the appointment of purchasing agent with full 
knowledge and appreciation of the position. 
On the other hand, where an architéct em- 
ployed by a house agent makes a report to a 
prospective purchaser he will be in the posi- 
tion that if he makes an adverse report he 
may offend the house agent who employs him 
and deprive the latter of the commission 
which he may expect to receive on the 
transaction, and all the time the client may 
not be alive to the relations between the 
various parties. 

The term “ house agent” was intended to 
denote firms who carry on commmercial 
business in house agency but would not re- 
late to a firm of surveyors who occasionally 
negotiate the sale of property. 

One paragraph of your letter is not clear. 
There is nothing to prevent an architect from 
being employed by a house agent. What is 
prohibited is that henceforth an architect may 
not accept employment by. a firm of housé 
agents for the purpose of enabling his em- 
ployers to style themselves Architects, relying 
upon section 17 of the Architects Registration 
Act, 1931, as amended by section 1 (3) of the 
1938 Act. Engagements already existing are 
not affected. This particular prohibition is 
set out in full in the last paragraph of the 
Memorandum referred to. 

To sum up, the broad intention was to pro- 
tect architects employed by house agents 
from being subject to the temptation to report 
favourably on properties which their employ- 
ers desired to sell, for fear of offending their 
employers and jeopardising their position 
in consequence of an adverse report. 

It is felt that in practice there will be no 
difficulty in determining the class of business 
in which these considerations arise. It should, 
however, be borne in mind that the Mem- 
orandum, which is related to the Code of 
Conduct for architects, is in conformity with 
the introduction to that Code, that is to say 
that it is not intended to lay down hard and 
fast lines between what is and what is not 
legitimate, but to provide a general standard 
of professional conduct. Whether an archi- 
tect who infringes the provisions of the Code 
is in fact guilty of disgraceful conduct with- 
in the meaning of section 7 of the Architects 
Registration Act, 1931, must be a matter for 
the Discipline Committee in the last resort, 
and it is most unlikely that the Discipline 
Committee will report adversely unless it is 
clear that the architect accused had behaved 
in a manner which was repugnant to his 
colleagues. 

Disciplinary Action 

Two architects who were convicted 
recently at Liverpool Assizes for carrying 
out work unlawfully without a licence on 
behalf of the building owner were given 
three months to make any representations to 
the Council. 

The Clerk of the Council received two 
affidavits, each complaining of the profes- 
sional conduct of an architect. In the-first 
it was submitted (1) that the architect. whilst 
practising his profession, was carrying on 
the business of a builder and/or was acting 
as director of a company carrying on such 
business and was financially interested to so 
great an extent as might or would be cal- 
culated to affect independent exercise of his 
professional judgment; (2) that he had per- 
mitted the business of auctioneering or house 
agency to form part of his business and that 
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he controlled a firm or company engaged in 
auctioneering or house agency. “ In the 
second it was submitted that the architect 
had received and accepted payment or other 
consideration from a source other than his 
client in connection with works and duties 
entrusted to him in breach of Principle Il 
of the Code of Professional Conduct and 
had accordingly been guilty of disgraceful 
conduct in his capacity as an architect. Both 
these cases were referred to the Discipline 
Committee. 


INTERNATIONAL UNION 
OF ARCHITECTS 


ULLETIN No. 50 of the International 

Union of Architects is devoted princi- 
pally to an outline of the progress of work 
of the various working Committees in which 
the following points are noted: — 

Building Documentation—The Committee 
met in Paris on October 23 last, during the 
International Conference on Building Docu- 
mentation, which was also being held in 
Paris. The Committee was attended by re- 
presentatives of national committees (Mr. 
Palmes, R.I.B.A. Librarian, deputised for 
Mr. R. E. Enthoven, F.R.I.B.A., the British 
representative), and by representatives of the 
I.U.A. appointed as delegates to the Inter- 
national Conference. A report of the pro- 
ceedings is to be included in the next 
bulletin. 

Architectural Education.—The first meet- 
ing of the Committee was he'd in Zurich 
from October 27 to 30. Professor Dunkel 
was elected as chairman and M. Moutschen 
as Honorary Secretary. The meeting was 
thinly attended, but after a short discussion, 
it seemed clear that much useful work could 
be done later. 

Mass Production in Building —The Com- 
mittee met in Paris on November 20 and 21. 
The delegates tried to form a plan of 
action which would allow them rationa'ly to 
approach the vast problem of Building In- 
dustrialisation. M. VAN Kuyck. proposed 
that the Committee should establish an 
evaluation table which would serve as a basis 
of comparison for studying the development 
of industrial techniques on the one hand, 
and the organisation of work on the site on 
the other. A tab'e and definitions were out- 
lined. The role of the architect with regard 
to the problems ot mechanisation and mass 
production, his importance and his future 
position were studied. Finally. the Com- 
mittee took upon itself, amongst others, the 
task of trying to compile a national inven- 
tory of building industrialisation and a re- 
cord of technical progress throughout the 
world. 

Owing to an unfortunate misunderstanding, 
the British representative was unable to 
attend. 

Position of the Architect in Society —The 
meeting fixed for December 4 in Paris was 
postponed at the last moment, but an in- 


formal meeting took place. The Hon. 
GODFREY SAMUEL, F.R.I.B.A., represented 
Britain. 


Second International Health Congress 

The remainder of Bulletin No. 50 deals 
briefly with a number of International Con- 
ferences at which the I.U.A. was, or will be, 
represented. Reference is made to the 
Second International Health Congress held in 
Paris in June, 1950, at which M. William 
Vetter (Switzerland) represented the I.U.A. 
The objects of this gathering can be sum- 
marised jn the following sentence, inscribed 
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on a panel at the entrance to the Confer- 
ence: “In the huge task of renovating its 
hospitals which France is undertaking, these 
efforts will be fruitless unless teams are 
formed at once made up of Doctors, Ad- 
ministrators, Engineers, Architects, Direc- 
tors, Bursars, etc., fired with the resolve to 
labour together after the welfare of the 
patient and to seek the best means of accom- 
plishing this.” 

Among many reports presented was that 
of M. J. Marre ‘on “ Hospital Architecture 
and its Part in Poor Law Administration.” 

The work of the conference was carried 
out by six special sub-committees: hospital 
medicine; hospital architecture; sanitary 
equipment; hospital management (financial 
and administrative side); the patient. 


M. WILLIAM VETTER spoke in the name of 
the I.U.A., and explained the role of the 
architect specialising in medern hospital 
problems. He said that the functional con- 
ception of a modern hospital was becoming 
more and more a matter of teamwork and 
of pooling the knowledge and work of all 
those connected with public health. The 
architect-specialist assumed the role of guide 
and co-ordinator of this teamwork. Within 
the framework of national plans and minis- 
terial directives he would create, with his 
team, an increasingly efficient machine for 
the protection and recovery of health. 


It was the results of his work and study 
which would make possible the translation 
into practice and the improvement and de- 
velopment of directives, standards and 
official regulations. In order to avoid the 
too differing and unrelated products of in- 
dividual initiative and costly fantasies, as 
much from the point of view of the initial 
outlay as in their maintenance and in order, 
above all, to guarantee a high standard for all 
hospital equipment. it was irdispensable 
that an exchange of views and experience 
should take place on an international scale, 
which would make available to specialists 
a complete documented record of what had 
been accomplished in different countries. 


The International Hospitals Association 
had tried, during the period between the 
wars, to establish an Information Centre, an 
idea which had recently been taken up again 
by M. Cederstrom (Sweden). And it was 
an international or “ supra-national ” docu- 
mentation of this kind that he was advocat- 
ing. The 1.U.A., founded in 1948, and bring- 
ing together the professional associations of 
32 countries, had appointed a Public Health 
Committee. It was on that foundation and 
upon that international scale that standards 
for hospital construction should be built up. 
Thus the Public Health Committee of the 
I.U.A. ought to be consulted and called upon 
to collaborate in the work carried out by 
Government Departments so that a basis 
might be established upon which to develop 
practical workable standards of permanent 
value resulting from the wide field of experi- 
ence gained in every country. 

Future Congresses, etce., 
arranged as follows: — 

January 10-15, 1951—Delhi: International 
Conference on Water Power; February— 
Lahore: International Conference on Light- 
ing; June—Oslo: 4th Congress of the Inter- 
national Theatre Institute, July—London: 
C.1.A.M. 8th Congress; September—Stock- 
holm: International Conference on Folklore 
and Community Arts; September 11-20— 
London: International Congress on Building 
Research; and October—Paris: International 
Conference on Lighting. 


have been 
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THE PLANNING OF 
RURAL LAND 


A Talk by Dr. Dudley Stamp 


F the present state of planning revealed 
anything, it showed the inadequate 
state of factual knowledge, declared Dr. L. 
Dubey Stamp, C.B.E., B.A., D.Sc., in a 
recent talk to members of the Town and 
Country Planning Association. We had too 
many theories and too little knowledge, he 
said, and where facts were inadequate we 
tended to rely on hunches and prejudices. 
Following is a summary of Dr. Stamp’s 
address, which was called “ The Planning of 
Rural Land—The Present Position” :— 
Physical planning is now in full swing, and 
it is well to recall what are the primary 
objectives of our planning programme. The 
first is surely to use our limited land 
resources to the best possible advantage for 
all our people, to conserve our heritage, 
whether of natural or man-made beauty, or 
of the productive capacity of our land. Our 
land and its resources we hold in trust for 
our descendants, hence we must not destroy 
what they may need, but secure for our own 
generation and for those who will follow the 
best possible conditions of life. 


In the second place land in Britain is a 
precious commodity in short supply. Taking 
the world as a whole there are 14 or 15 
acres of land per head of the world’s popula- 
tion. Between five and six acres per head 
is to be regarded as potentially productive. 
About one and a quarter acres per head is 
actually in farmland, producing food. While 
in the U.S.A. three acres is regarded as a 
minimum with which to support one person, 
we in Great Britain have only about one 
and one eighth acres of land of all types for 
all purposes. Of productive improved farm- 
land of all types we in England and Wales 
have rather less than half an acre per head. 
Experience in the well-farmed lands of north- 
western Europe suggests that about one acre 
is needed to support one person. We are 
doing quite well in Britain, therefore, if we 
produce half the food our people need. We 
must always, however, remind ourselves that 
when we take 1,000 acres of farmland for 
some other purposes we may be sacrificing 
the bread-stake of 2,000 people. 


Basic Needs 

In the third place land is needed for at 
least six of the basic needs of mankind—for 
the location of industry to provide work, for 
houses as homes, for production of food and 
raw materials, for recreation, for means of 
communication and for purposes of defence 
and protection. These needs are often in 
strong competition and those who stress one 
of these needs rather than others are some- 
times extravagant in their demands. Our 
aim is to secure a balance, to secure multiple 
use of land wherever possible. There are still 
many dog-in-the-manger offenders, notably, 
for example, some of the small water supply 
authorities. 

The present legislative position is based 
essentially on the Agriculture Act, 1947, and 
the Town and Country Planning Act, 1947. 
In the first farmers are guaranteed prices and 
markets, an agricultural ladder to provide for 
recruitment to the profession; county agri- 
cultural. executive committees exist to en- 
courage good farming, maintain standards 
and eliminate those who would waste 
resources. The N.A.A.S. (National Agricul- 
tural Advisory Service) exists to bring the 
results of science to the help of all. The 
Agricultural Land Commission exists to take 
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over land on behalf of the State, often too 
difficult for the individuai farmer to handle. 
The Agricultural Land Service exists to man- 
age such land and to speak for agricultural 
interests vis-d-vis “other planning require- 
ments. Great strides have recently been 
made by a close liaison between the Forestry 
Commission and the Ministry of Agriculture. 
Our marginal lands are being forced to do 
their best, with the help of subsidies. 


Under the Town and Country Planning 
Act outline plans are being prepared for all 
counties. The attempt is being made to 
assess the future needs of different industries 
and to bring into the picture population 
trends, urban and rural. It would be un- 
fortunate if rural planning should come into 
this picture in a negative sense only. 

What are the main difficulties at present? 
Too many theories, too little knowledge. 
Where facts are inadequate we tend to rely 
on hunches and prejudices, and if the present 
state of planning reveals one thing it reveals 
the inadequate state of factual knowledge. 
For example, what do we really know about 
the character and causes of rural depopula- 
tion and its relationship to increased effi- 
ciency in farming? What do we really know 
of the effects of new towns and urban ex- 
pansion on the surrounding countryside? Is 
it good, is it bad, is it stimulating or destruc- 


tive? What do we really know of the long- 
range productive capacity of our land? We 
haven’t even a_ soil survey, we 


haven’t even a survey of superficial drift 
deposits, we haven’t even a survey of water 
resources. What do we really know of the 
effect of mechanisation on efficiency of out- 
put, on labour requirements, on characters 
of soil. What do we know of the possibility 
of reclamation of tidal areas? 

There are many other unanswered ques- 
tions, and much work—serious, solid, scien- 
tific investigations—needed on all sides. 


NEW YEAR GREETINGS 


WE acknowledge with much pleasure the 
many greetings cards, diaries, etc., which 
have reached us from every section of the 
building industry, and in return express sin- 
cere good wishes to the professions and 
trades which make up the industry for a 
New Year which shall bring a settled peace 
and greater opportunity to build. 

The following send cards: The Presidents 
of the Royal Institute of British Architects, 
the Architectural Association and the 
R.LC.S., Sir Ian MacAlister, Sir Hugh 
Beaver, Arthur C. Fare, R.W.A., Barney 
Seale, Gordon Tomalin, Peter Winton- 
Lewis, Leonard J. Multon, Arcon, J. Newton 
Smith, A. Heslop Antrum, Mr. and Mrs. 
Pleydell-Bouverie, Mr. and Mrs. Frederick 
Gibberd. 

The Editors of “ The Architect and Build- 
ing News,” “ The Architect’s Journal,” and 
‘** Architectural Design.” 

The Building Centre, the President of the 
National Federation of Building Trades 
Employers, the President of the Southern 
Counties Federation, D. C. Burgess, Com- 
mander D. R. Alston (Holloway Bros.), 
Andrew Reid. Goddard Watts, the Tin 
Research Institute, Aero . Research, Ltd., 
Ascot Gas Water Heaters, Ltd., Aveling- 
Barford, British Aluminium Co., Bryce 
White and Co., George Cohen Sons and Co., 
Isle of Thanet Building Society, Scottish 
Industrial Estates, Ltd., Trianco, Ltd., 
Thos. W. Ward, Ltd., Smiths English Clocks, 
The British Tabulating Machine Co., Ltd.. 
British Transport Commission, Mackay 
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Industrial Equipment, Ltd., George Wimpey 
and Co., Ltd., L. Lewis and Son (Timber), 
Ltd,, Association of Building Technicians. 

Diaries come from : George Barker (Buil- 
ders), Ltd., Thomas Bolton and Sons, Ltd., 
Galbraith Brothers, Ltd., Southern Counties 
Federation, F. C. and R. G. Turner, Ltd., 
Edward Wood and Co., Ltd., Smith’s Fire- 
proof Floors, Ltd. 

Calendars are sent by : Ashwell and Nes- 
bit, Ltd.,.W. T. Lamb and Sons, Ltd., John 
Laing and Son, Ltd., Marshall Andrew and 
Co., Ltd., L. E. Nunn, Ltd., Mavor and Coul- 
son, Ltd., Metropolitan Asphalte Co., Ltd., 
Ribblesdale Cement Ltd., Slag Aggregates, 
Ltd., Edward Wood and Co., Ltd. 


BOOKS 


CHuRCH DEsIGN. By Alan G. Fudge, 
A.R.I.B.A. (London: The Epworth Press.) 
Price 4s. net. 

IN THIS BOOKLET of 50 pages the author 
discusses the subject of church design from 
the point of view of a Methodist and says 
nothing about the special requirements of 
other denominations. He claims, however, 
that the ground covered is common to the 
main branches of the Christian Church in 
the English-speaking world. Under six 
headings—Architectural Approach, and 
Planning for Worship, Age Groups, Recrea- 
tion, against Noise and for Good Acoustics, 


she provides technical information and data 


which should be of use to church-building 
committees in drawing up their requirements 
and to architects in preparing sketch designs. 


PRINCIPLES AND PRACTICE OF HEATING AND 
VENTILATION. Second edition. Edited by 
A.C. Pallot. Pp. 370. Illustrated. (George 
Newnes, Ltd.) 25s. 

THIS WORK combines both the theoretical 
principles of heating and the practical factors 
involved in installation. It deals with the 
transmission of heat, boiler houses, boiler 
installation, pipe work, radiators, hot-water 
and steam-heating systems, indirect electrical 
heating systems and warming appliances, etc. 

In this edition, up-to-date information on 
high-pressure hot-water heaters, oil-loaded 
radiators, insulation and warm-air heating 
has been added. The chapter on ventilating 
systems has been considerably enlarged, and 
an entirely new chapter on the subject of 
district heating has been provided. 


TEXTBOOK OF HEATING AND VENTILATING. By 
T. H. F. Holman, C. Cutler, A. H. Sandy, 
L. M. Clark. Pp. 319. Illustrated. (George 
Newnes, Ltd.) 15s. 

SPECIALLY PREPARED to meet the needs of 
heating and ventilating operatives who are 
studying for the intermediate examination of 
the City and Guilds of London Institute, this 
book deals primarily with the practical 
aspects of the heating and ventilating engi- 
neer’s work, but at the same time develops 
progressively the scientific principles involved. 

It is divided into two parts—first and 
second year course—and covers the syllabus 
in the subjects of heating, ventilating and 
related science, workshop processes and prac- 
tice, and drawing. 


THE ESTABLISHMENT OF VEGETATION ON 
INDUSTRIAL WASTELAND. By R. O. White 
and J. W. B. Sisam. Pp. 78. (Common- 
wealth Agricultural Bureaux.) 10s. 

THIS BOOK is the ultimate outcome of-a 
study of the problems and techniques of 
reclamation of industrial waste land by the 
establishment of vegetation. The great 
majority of the information has been col- 
lected from unpublished sources such as 
memoranda or other communications direct 
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from those who have undertaken the work 
or are interested in its execution. It sum- 
marises the results and experiences obtained 
by those who have tried to replace derelict 
land by green trees and pastures in many 
different countries. 


BOOK-KEEPING AND ACCOUNTANCY FOR 
PRIVATE COMPANIES. By Owen J. West. 
F.C.A., F.C.LS. Pp. 188. (Jordans and 
Sons, Ltd.) 10s. 6d. 


THIS. BOOK is written for the special 
requirements of business men, secretaries, 
accountants, and others responsible for the 
formation and conduct of private limited 
companies. It is essentially a practical book 
dealing with a subject indispensable to the 
successful development of private limited 
companies. Liberally _ illustrated with 
examples of books and rulings suitable for 
manufacturing, distributing and operating 
businesses, it is a book which should be 
studied by the advanced student as well as 
the executive. 


BOOKS RECEIVED 


HEAT INSULATION. By Gordon B. Wilkes. 
(London: Chapman and Hall.) Price 32s. 

TIMBER TRADE Practice. By R. F. A. 
Mallinson and Roland Grugeon. (London: 
Cleaver-Hume Press Ltd.) Price 15s. 

THE COMPLETE LAW OF ‘TOWN AND 
COUNTRY PLANNING. Supplement to 4th Ed. 
By H. A. Hill and R. G. C. Davison. 
(London: Butterworth and Co. (Publishers) 
Ltd.) Price 95s. Supplement alone is 25s. 

TOWN AND COUNTRY PLANNING TEXTBOOK. 
Edited by A.P.R.R. (London: Architec- 
tural Press.) Price 42s. 


«'« Books reviewed in these columns 
may be obtained on application to the 
Publisher, “The Builder,’ 4, Catherine- 
street, Aldwych, W.C.2. Cash should 
accompany the order. 


CONCRETE ROADS } 
Design of Mixes and Aggregates 


THE SECOND EprTIon of Road Note No. 4, 
“ Design of Concrete Mixes,” has been pub- 
lished by H.M.S.O. for D.S.I.R., price 6d. 
Like its predecessor, it deals with the design 
of mixes and aggregates for road construc- 
tion, but it gives more information about 
the method of combining various sizes of 
aggregates. The use of angular, coarse 
aggregate and natural sand in designing 
mixes is described. Examples are quoted to 
demonstrate the various methods of designing 
mixes. Advantages of using aggregates of 
large maximum size and of allowing for 
absorbed water when determining the pro- 
portion of the mix are emphasised, and 
tables and graphs for use in the design of 
mixes are also included. 


A Christmas Competition 


Instead of sending an ordinary Christmas 
card this year, Messrs. Accles and Pollock, 
of Oldbury, Birmingham, have sent out a 
novel competition to provide for that time 
at Christmas “when the spirit of good will 
flags a bit, and a man needs to get away from 
it all in a nice quiet corner.” They enclose 
six of their advertisements written in the 
inimitable Accles and Pollock style but with- 
out any form of punctuation. The compe- 
tition is to mark these advertisements with 
what is considered to be the correct punc- 


,tuation and to send it to them by January 


15. The first prize is six bottles of whisky 
and the second and third prizes “ Apollo” 
tubular steel fishing rods. 
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PAYING FOR COUNCIL 
DWELLINGS 
By B. S. TOWNROE 


How the money is obiained for housing 

schemes is a financial mystery, certainly 
not realised by the genera] public, and by only 
some builders. The Central Office of In- 
formation recently prepared a monograph’ of 
40 pages on “ Housing in Britain ” which has 
been issued to a limited number of persons. 
Actually it was compiled at the request of the 
Foreign Office, Commonwealth Relations 
Office and Colonial Offices, for the use of 
their information offices overseas, with the 
help of. data received from the Ministry of 
Health. It contains many financial facts 
and figures of interest to the leaders of the 
building industry. 


Before the first World War the problem 
of obtaining money for housing schemes was 
almost unknown. The majority of working 
class houses were built by small builders. who 
obtained payment out of the savings of those 
who intended to live in the houses, and who 
borrowed money from various sources. Many 
of the house builders of the pre-1914 era had 
been operatives, but cwing to their shrewd 
business heads and their practical experience, 
were able to build at low costs. Owing to 
their skill and initiative, although the total 
population of Great Britain increased from 
10.5 million in 1801 to 37 million in 1901, the 
majority of people were able to obtain some 
kind of house at a low rent or low price. 


But the stoppage of house building during 
the first World War and the grave housing 
shortage in 1919 led to Dr. Addison, now 
Lord Addison, introducing a new system of 
financing house building Grants of money 
were paid to house builders, and local 
authorities were also offered regular contri- 
butions of money over a period of 60 years 
in order to try to obtain a sufficient number 
of houses to be let or sold. The survey made 
by the Central Office of Information gives de- 
tails of the various rates of subsidies. which, 
of course, have been increasing in their totals 
every year. The estimated cost of housing 
subsidies for the year 1948 was £43 million. 
This is apart from the grants made for the 
building of houses by the use of non- 
traditional building methods and fresh sub- 
sidies provided by the Housing Act of 1949. 


The official survey brings together in 
simple form details of the finance of houses 
provided by local authorities and those built 
by private enterprise builders. The capital 
cost of houses and flats provided by local 
authorities is met mainly from loans. To a 
very small extent capital is also taken from 
housing revenue and the ratepayers. Current 
expenditure, including interest on repayment 
of loans, is met from rents, State subsidies 
and contributions from rate funds. 


Housing Bonds 


When I served on the staff of Dr. Addison’s 
Ministry of Health, I was appointed by him 
to take charge of a campaign for selling 
Housing Bonds. which paid 6 per cent. in- 
terest. Today such securities with Govern- 
ment guarantees would be snapped up, and 
over-subscribed many times. In those days 
we had to organise mass meetings in Guild- 
hall in the City of London and in town halls 
throughout the country, addressed by 
Cabinet ministers and others, and even then 
such a generous offer only raised £23 miltion. 
Loans borrowed on the credit of the rates 
were the principal source of finance. The 
Public Works Loan Commissioners. a Board 
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which was set up for the purpose of ad- 
vancing loans at a low rate of interest to 
local authorities for public works of all 
kinds, provided £84 million for the original 
Addison scheme. We shall go on paying off 
these loans for another 30 years or more. 


The official document of the C.O.L devotes 
a page to the finance of private enterprise 
housing. Funds for this have been obtained 
largely by borrowing, supplemented as far 
as actual constructional costs are concerned, 
by the supply of goods on credit by the manu- 
facturer of materials and equipment. The 
main agency for lending money has, -of 
course, been the building society. Advances 
made by building societies between 1919 and 
1939 amounted to £1,576 million. The 
annual advance in the immediate pre-war 
years, when houses were being completed at 
the average rate of 1,000 a day, was in the 
neighbourhood of £130 million. Between the 
wars, life insurance offices frequently made 
advances for the purchase of individual 
houses for owner occupation. The survey 
states the aggregate sum so advanced between 
1919 and 1939 was £101 million. In addi- 
tion, the life insurance offices provided finance 
to the extent of £24 million in connection 
with the development of housing estates and 
the erection of blocks of flats. There were 
also the industrial and provident societies 
which advanced in the inter-war years over 
£10 million. Loans have also been provided 
by the private mortgagee banks, of which 
the Birmingham Municipal Bank is the best 
example. 

The survey fully recognises the importance 
of keeping a close watch on building costs 
and the relation between high costs, 
subsidies and rents. It is of interest to note 
that under recent legislation, more generous 
subsidies than ever before are now made, 
and for an initial period extra capital grants 
in addition were made towards the cost of 
non-traditional permanent houses. The total 
cost of these grants to help non-traditional 
systems to compete in price with houses built 
by traditional methods was £27 million for 
the three years 1947-50. 


New Subsidy 


Up to the present few people realise that 
a new subsidy is now in force. This is de- 
signed to encourage the building of resi- 
dential hostels. These may be erected by 
local authorities, New Town Development 
Corporations, or by Housing Associations. 
The amount is up to a maximum of £5 per 
year for 60 years for each bedroom. This 
is a new idea in housing, and is the outcome 
of thought and experiment devoted by local 
authorities and by private effort in al! parts 
of the country. It is now believed that the 
best plan to meet the ageing population is 
te build more hostels where 20 te 30 old 
people can obtain comfortable living condi- 
tions, care and society, whilst retaining maxi- 
mum personal freedom and independence. 
The new subsidy will probably mean in due 
course a good deal of work for builders, 
especially bearing in mind the National 
Assistance Act. which can also provide money 
for building dwellings for the elderly and 
infirm. 

The survey discreetly avoids dealing with 
the future. It is, however, full of invaiuable 
information. clearly expressed and admirably 
presented, and deserves a far wider circula- 
tion than only to a limited number of officials 
and a few foreign representatives and 
journalists. Such information certainly 
would help to create a well informed public 
opinion in dealing with the housing problems 
in coming years. 
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‘TIMBER IN MODERN BUILDING 


Factors Affecting its Behaviour and Durability 


iMPODERN scientific and practical develop- 
ments in the use of timber in building 
were described in detail by Mr. R. G. 
BATESON, M.A., in a recent lecture* given 
under the auspices of the Ministry of Works. 
Mr. Bateson began by outlining the part 
played by timber in building construction 
because of its peculiar properties, ie. : (1) 
Its high strength in relation to its weight; (2) 
the. ease with which it can be cut and ad- 
justed even with ordinary hand tools; (3) the 
high esthetic appeal of joinery work; (4) its 
telatively low thermal conductivity and 
capacity; (5) its durability under certain con- 
ditions, resulting in low maintenance costs 
_ 4m many applications; and (6) its relatively 
low cost—though this is less marked to-day 
than ever before. 


He went on to deal with these properties at 
some length and with regard to the last— 
the cost ef timber—said that in positions 
where timber is used in buildings in direct 
competition with other materials as, for in- 
stance, in structural members in roofs and 
floors, it was at one time easily the cheapest 
solution of any small-scale problem as met 
in ordinary house building. But the present 
high price, combined with world scarcity, had 
changed the position a good deal, the margin 
had narrowed so that where its other ad- 
vantages were not in demand, it might some- 
times pay to use alternative materials like 
steel, reinforced concrete and aluminium 
alloys. If these alternative materials were 
not also in short supply, they would have re- 
placed timber to a bigger extent than they 
had, and it is not improbable that with im- 
provements in production methods, their cost 
might fall, while the price of timber was 





* Crown Copyright reserved. 


Fig. 1.—Modern small Norwegian log-house. Victor Schaulund, of 
Oslo, Architect 








likely to remain higher than it ever was be- 
fore the war. But other materials required 
coal for their production, whereas timber 
only needed the relatively small amount of 
fuel and power for its conversion and trans- 
port. Thus, while coal was scarce and ex- 
pensive, or until atomic power was available 
at a cheaper rate than coal power, timber 
was likely to hold its own for small-scale 
structural purposes. Also we must not for- 
get that plywood and laminated wood pro- 
ducts were in their infancy as yet, and might 
be developed to a point where they rivalled 
steel and other materials even in compara- 
tively big structures. 


Mr. Bateson then described the methods 
employed in the preparation of timber to 
ensure satisfactory performance for carcas- 
sing and joinery, and referring to the care 
of timber on the site and during construc- 
tion, said: ‘““ The only advice I can offer in a 
general way is to keep it safe from mechani- 
cal damage, and to store it properly stacked, 
protected from the weather. If the timber 
is reasonably dry the best thing is to stack 
it close and sheet it with tarpaulins to keep 
out the air. It should, of course, be stacked 
on a dry base or well clear of the ground if 
no dry floor is available. There is a good 
deal of misconception about the storage of 
dry timber on site. If it really is dry, the 
object should te to keep the air away, when 
it will remain dry even in very damp weather 
for long periods. 

“Of course, if it is unseasoned, it should 
be open stacked under cover. On no account 
should it be allowed to get thoroughly soused 
by rain, or weeks of seasoning may be undone 
in a few hours.” 

Following are extracts from Mr. Bateson’s 
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subsequent remarks: Before discussing the 
care of timber. during construction or build- 
ing into the shell, as distinct from storage on 
site, I should like to refer to two figures in- 
dicating the care exercised by the Norwegians 
(who understand their own timbers ‘very 
thoroughly) to protect timber-work in build- 
ing. 

Figure 1 is a drawing of a typical log 
house as built in the thirteenth century and as 
built to-day. It takes an expert to tell 
whether some of these houses have been 
built 50, 100 or 800 years ago. The methods 
employed are always substantially the same. 
Figure 2 shows some constructional details 
and explains why these houses are still built 
in the same way and have endured so long. 


In the thirteenth century the medizval 
Norsemen began by girdling the trees (that is 
cutting through the bark and the cambium 
at the base of the tree), which then died 
slowly. Pines have the property of 
endeavouring to combat disease by generat- 
ing resin and as the girdled tree slowly dies 
it manufactures large quantities of resin and 
becomes virtually saturated. 


Such “ resin-impregnated” logs are very 
resistant to decay. After the tree was felled 
it had all the sap wood hacked off and was 
left to season for a year. Naturally this prac- 
tice is no longer followed-in modern Nor- 
wegian log houses, but the other points I 
shall enumerate are almost exactly copied to 
this day; or rather to just before the war, as 
Norway has no timber to spare for log houses 
now. 


It will be noticed that elaborate precautions 
were taken to exclude damp, by using the 
very durable and moisture-resistant birch 
bark damp-proof courses (in several layers) 
and flashings and by providing drips and 
weatherings. It was not necessary to have a 
d.p.c. in the granite rubble foundations con- 
structed dry, as there was no capillary path, 
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VARIATIONS IN MOISTURE CONTENT OF TIMBER IN SERVICE 
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and good sub-floor height and ventilation 
were provided. 


Everywhere provision was made for settle- 
ment as the logs dried out and shrunk over 
the years. Thus moss-packed settlement 
spaces were provided round window and door 
frames, partition walls were fixed in 
“grooves” and chimfeys passed through 
holes in the roof with ample birch bark flash- 
ings arranged to cope with relative movement. 


It will be noted that the thermal insula- 
tion of buildings is not a novel conception as 
floors were insulated with dry turf or saw- 
dust and roofs with several layers of turf 
turned upside down (green turf was laid on 
the top to grow and bind the roof covering). 
it will be also noted that the best modern 
building construction technique has nothing 
on these thirteenth-century Norsemen. To- 
day, with inferior untreated softwoods, we 
should at least take as much trouble with 
our building timbers. 


When timber is built into a building struc- 
ture in places where it may be wetted by 
rain, or where it may be exposed to damp 
air for long periods, or where it may come 
into contact with wet masonry or plaster, 
the golden rule is to protect the timber from 
the wet as well as possible, or if that is .im- 
possible to see that it gets every opportunity 
of drying out again after it has been wetted. 
Remember also that timber is never still; it 
is always on the move, striving to shrink. 
swell and change shape as it accommodates 
itself to the-surrounding air. 


Space does not permit examining all the 
common examples of timber construction in 
relation to the points I have enumerated, but 
let us take the case of a wooden casement 
window and see what precautions ought to 
be taken. I say “ought” because I fear 
that only in very exceptional cases will all 
the proper considerations be observed. 


Now the outer face of the window will be 
wetted at intervals, but has a good chance to 
dry out again and, moreover, it will generally 
be protected by paint which sheds the free 
water and retards the passage of water 
vapour. But the joints may open, splits and 
cracks develop under hot sunshine and 
thereby provide access for rain. These open- 
ings may then close again, thus trapping 
moisture within the wood. The only means 
of preventing this sort of thing is proper 
seasoning before assembly and erection. 


But what of the sides and backs of window 
frames? They. generally receive no protec- 
tive treatment other than a priming coat of 
paint, they abut wet mortar and brickwork— 
materials which do not shrink and swell in 
the same way as wood ; they may be banged 
ind scored by masonry in the course of build- 
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ing and the frame, as 
a whole, may have to 
serve as formwork 
for masonry, as sup- 
ports for scaffolding or 
even take appreciable 
permanent loads if any 
settlement occurs. 

In some parts of the 
country it is customary 
to leave the backs and 
sides of windows and 
door frames unpainted 
“to allow the timber 
to breathe.” There 
might be some reason 
for this practice if the 
timber was very wet, 
but it must be realised that it will breathe 
in as well as out as dry timber will 
certainly do. 

It is probable that sooner or later moisture 
will get bzhind the frames and will not readily 
dry out again. Clearly, good practice de- 
mands one of two things in addition to the 
use of seasoned timber; either the backs must 
be properly painted or the frames must be 
bedded or pointed in non-hardening mastic 
so that water cannot enter. 

I have heard it said over and over again: 
““But we have never done these things and 
we have never had any cases of rot in window 
frames.” Even if these statements are really 
true—and it is almost impossible to check 
them—we are to-day facing an utterly differ- 
ent position. The timber contains more sap- 
wood, and is cut for the most part from 
smaller trees. The former means a higher 
proportion of timber very susceptible to de- 
cay and the latter means a greater danger of 
warp and distortion leading to the formation 
of cracks and crevices. 


Timber Under Normal Conditions 

I must pass on to what happens to timber 
in buildings, year in and year out, as the 
seasons change. As I mentioned above, 
movement and moisture content change ; the 
former, being caused by the latter, must 
always occur with timber which is in con- 
tact with the atmosphere. Protective devices 
such as paint and polish only retard the 
ingress and egress of moisture vapour, though 
they may be quite effective in stopping liquid 
water. It is not known precisely how much 
many ordinary timber components will 
change in moisture content throughout the 
year, but it is known that conditions exist in 
buildings which would result in very large 
changes in moisture content if the timber had 
time to respond to these conditions com- 
pletely. The actual changes that do occur 
are being investigated by the Forest Products 
Research Laboratory in a series of experi- 
ments proceeding continuously. 

There is some information of a general 
character, however, and from this we can 
deduce, with sufficient accuracy to cover the 
points I wish to make now, that timber in 
buildings not affected appreciably by winter 
heating will settle down at an average mois- 
ture content of about 17 per cent., fluctuating 
up and down by about 3 per cent. in winter 
and summer. Thus, ideally, carcassing 
timber should be seasoned to around 17 per 
cent. before installation. Interior joinery 
subject to centrally heated air in winter will 
settle down at about 12 per cent. moisture 
content (Figure 3), going up to about 14 
per cent. at the end of summer and down to 
about 10 per cent. at the end of the heating 
season. Ideally, then, joinery timber for in- 
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ternal use in centrally heated buildings 
should be seasoned to 12 per cent. 

Internal joinery in ordinary houses not 
centrally heated tends to seitle down at a 
mean moisture content of something above 
12 per cent. and may be nearer 14 per cent. 
The range is then somewhat smaller and in 
the case of buildings with very inadequate 
heating, the timber may be actually wetter 
in winter than in summer. 

It will be noted from Figure 3. that timber 
which is out of doors, but under cover, has 
a mean moisture content of about 20 per 
cent. and fluctuates between about 23 per 
cent. in the winter and 17 per cent. in the 
summet. No building timbers, if we except 
things like yard doors and porches, are sub- 
ject to quite these conditions, but there are 
components like windows, exterior doors and 
ground flooring which are partially in con- 
tact with outside air and partly with inside 
air. One must assume, until we have definite 
evidence to prove otherwise, that they settle 
down at 14 to 16 per cent. moisture content. 

Now I said earlier, when referring to the 
need to ensure that only timber seasoned to 
more or less the right moisture content was 
used in building,that the aim was to get some- 
where near the right figure. In the case of 
softwoods for carcassing a moisture content 
below about 22 per cent. is generally suitable, 
and for internal joinery the figure should be 
below about 16 per cent. and for external 
joinery below about 18 per cent. If some- 
what lower so much the better. With pre- 
sent-day quality softwood it would be unwise 
to accept higher moisture contents. 

It is argued—generally by those who would 
have to bear the extra cost of further season- 
ing—that it is silly to dry out the timber to 
the moisture content it will ultimately attain. 
if it is to be in contact with wet masonry 
and damp conditions generally during build- 
ing operations. I cannot accept this point 
of view, because I believe that some tem- 
porary swelling of the timber is better than 
permanent shrinkage and components manu- 
factured at the right moisture content are 
more likely to return to their proper shape 
on drying out again than those that are made 
from too wet timber which will inevitably 
dry out sooner or later. 

It should be remembered, foo, -that much 
of the wetting during building operations is 
of a superficial nature only and will have 
little influence on the inner portions to the 
heavier sections? 

Seasonal Change in Dimension 

I have referred to the seasonal ftuctuations 
in moisture content. What of the seasonal 
change in dimension and shape? 

As a very general guide, one may take it 
that wood shrinks or. swells .03 in. per foot 
of width across the grain for every 1 per cent. 
change in moisture content if unrestrained. 
Usually, of course, some restraint occurs in 
swelling if not in shrinking. It will be seen 
that movements of plus and minus about 
1/32 in. will occur in comparatively small 
sections like 3 x 4s. These and bigger move- 
ments do, in fact, occur and go on repeating 
year after year, sometimes becoming greater. 
sometimes smaller depending on the wetness 
or dryness of the season, the degree of heat 
applied in winter and so on. 

It is as well to remember that this move- 
ment is going on all the time, and to allow 
for it in design, in relation to adjoining 
materials, in provision for maintenance, etc. 

Apart from fire and mechanical agencies, 
the only important enemies that timber has 
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FLOOR’ JOISTS 


JOIST SPACING (CENTRES) INCHES 


CLEAR SPAN IN FEET 
Fig. 4.—Floor joists 





Curves showing relation between joist centres and maximum clear span for standard sizes: 

Assumptions : span exceeding 8 ft.—6 Ib./sq. ft. dead load, plus 30 ib./sq. ft. superimposed load ; 

span not exceeding 8 ft.—6 lb./sq. ft. dead load, plus 2401b./ft. width of floor uniformly distributed 
over the span. 


are the wood-destroying fungi and the wood- 
boring beetles. In a properly built building 
which has not become damaged in any way 
and where ordinary maintenance is kept up 
the fungal decay enemy can be ignored. The 
beetle enemy may attack, however, if, flying 
in the vicinity or introduced in furniture, it 
finds timber to its liking in an exposed condi- 
tion. 

A comparative newcomer to this country 
is the house longhorn beetle (Hylotrupes 
bagulus, L.) which has recently attacked roof 
timbers in a number of houses. The larva of 
the beetle bores in the sapwood of softwoods. 
Many years may elapse before the larve 
pupate and emerge as beetles, and as roof 
spaces are often unvisited for long periods 
it has happened that serious structural 
damage has occurred in rafters, purlins and 
tiling battens before the attack was noticed. 


However, generally speaking, the danger is 
very slight, and if detected early on, the 
wood borers can usually be eliminated with- 
out much trouble and expense by liberal 
applications of insecticides. 

If a building is improperly built—and by 
that I include the employment of insuffi- 
ciently seasoned timber in certain uses—or if 
damage to damp-courses occurs or mainten- 
ance is neglected, the danger from dry rot 
is very great indeed. 

The question of dry rot is too big to deal 
with here, and in agy case has been ade- 
quately dealt with in other places, but I will 
just put in the reminder that timber which 
remains above 20 per cent. moisture content 
or so for any length of time is liable to attack 
and almost certainly will be attacked sooner 
or later since fungus spores are everywhere, 
carried by the wind in their millions. The 
deadly dry rot fungus merulius lacrymans, 
the weeping fungus, once established, manu- 
faetures its own water supply so that it is not 
enough to stop the source of damp. It needs 
some warmth for rapid development, how- 
ever, and it cannot stand high temperatures 
such as direct summer sunshine, so it is not 


to be responsible. 


often found in exterior joinery, but is fre- 
quently found in wall plates, floor joists, 
boards, skirtings, architraves, staircases. 
lathing, etc. 


My advice here is simple. If active rot is 
found, a piece of the infected timber should 
be posted to the Forest Products Research 
Laboratory at Princes Risborough to get the 
species of fungus identified. The labora- 
tory will advise on what to do, which will de- 
pend very much on the type of fungus found 
It may not be a dry rot 
or it may be a rotting fungus that will die off 
if the cause of damp is eradicated. 


Protection and Preservation 


All good builders will want to know of 
ways of preventing decay. I have dealt with 
some already such as the use of seasoned 
timber only and the exclusion of moisture. 
There are, however, some applications of 
timber to building where one cannot be cer- 
tain that dry conditions will be maintained, 
or that temporary wetting may not start 
trouble before the building has had a chance 
to dry out. 


A brush or dip treatment with a wood pre- 
servative of the tar oil or spirit solvent 
variety will give temporary protection to wall 
plates, and joists in contact with masonry, 
ground floor joists and plates, backs of win- 
dows and door frames, etc.; but for long- 
term protection under damp conditions it 
is important to employ pressure-treated 
timber. In practice this means that 
the choice will lie between tar oil preserva- 
tives of which creosote is the best known 
and water soluble salts. The latter type 
would be selected if it is desired to paint the 
timber. Backyard impregnation is possible 
in the case of small pieces or the ends of 
joists, etc., with the aid of the hot and cold 
open tank process, but all major impregna- 
tion must be done by experts in proper pres- 
sure plant. There are many such plants 


throughout the country, and considerable 
stocks of treated timber are available. 
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Economising in Softwood 


Of all the building materials used to-day, 
softwood is the most scarce commodity avail- 


able in this country. I am not going to 
enter into a discussion on the question of 
substituting’ other materials for softwood, 
because it is outside the scope of this article, 
but I do want to point out a few simple ways 
of saving softwood in carcassing which do 
not involve sacrificing the strength or 
stability of the building. They do, however, 
involve abandoning traditional sizes and 
centres, and designing in terms of modern 
knowledge of timber as an engineering 
material. 


It will be seen from Fig. 4 that, for in- 
stance, a 14 in. by 8 in. joist has approxi- 
mately the same load-bearing capacity as the 
traditional 2 in. by 7 in., yet the saving of 
tumber is in the ratio of 12 to 14 or 14 per 
cent. On an ordinary small house first floor 
this means a saving of 12 cubic feet of 


in 


‘ timber. 


On a clear span of 11 ft. 6 in. the spacing 
could be 18 in. centre to centre and j in. 
nom. t. and g. flooring could be used instead 
of the traditional 1 in. nom., saving 5 cu. ft. 


If it is preferred to use 16-in. joist centres 
to suit 4-ft. plaster board, the same size joists 
would have to be used, but } in. nom. t and 
g. flooring could be used instead of the nor- 
mal 1 in. nom., fhereby saving 10 cu. ft. on 
the floor boards. These straightforward de- 
sign alterations save .13 of a standard or 8 
per cent. of the present total-softwood allo- 
cation for a small house. 


TABLE 1.—FLOOR BOARDS 








| Maximum Distance 
Nasifsal Minimum | __ between Centres of 
Princo Finished } Supports (Tongued 
_ Thickness. and Grooved 
Boarding). 

In. In. In. 

3 # 16 

3 Sty 20 

1 tr | 24 








From Ministry of Works Economy Memorandum 
** Use of Timber in all Building Work "’ (Revised, 1949). 


In Figure 5, two methods of small house 
roof construction are shown. There is nothing 
revolutionary about these, except that 
the pitches have been reduced slightly below 
traditional, adopting the recommendations of 
the Ministry of Works Timber Economy 
Memorandum. The reduction in pitch has 
the dual advantage of saving more timber in 
rafter lengths and bringing the ordinary small 
house rafter length down to 16 feet. 


As is well known, lengths over 16 feet are 
very difficult to obtain at the’ present fime. 


The other points are common-sense engi- 
neering ones. Thus the struts are carried on 
load-bearing ‘partitions or spine walls and not, 
as one so often finds, on the ceiling joists. 
By hanging each ceiling joist from the pur- 
lins the span is halved and much lighter sec- 
tions can be employed than with the tradi- 
tional construction where a binder is sup- 
posed to halve it. 


Table 2 shows the economies effected in 
roof timbers by adopting the above measures, 
as compared with the post-war traditional 
roof where, for instance, 2 in. by 3 in. rafters 
at 18 in. centres have been employed. The 
saving. over the pre-war type roof where 2 in. 
by 4 in. rafters at 14 in. or 16 in. centres 
might have been used is, of course, corres- 
pondingly greater. 
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CONVENTIONAL SIZES 
IN BRACKETS 
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ECONOMICAL ROOF CONSTRUCTION 40° PITCH FOR 


SLATES OR PLAIN TILES 


Fig. 


TABLE 2.—ROOF TIMBERS 





Economy Designs. 









































Typical Post-| 40 deg. 35 deg. 
War Traditional | . Pitch for Pitch for 
Item. Design. Plain Tiles. | single-laid 
. Interlocking 
Tiles. 
Sizes. Cu. | Sizes. | Cu. | Sizes.| Cu. 
in. ft. in. ft. in. ft. 
Ceiling 2x4 20.5 | 14x3] 12.6 | 14x 3/ 12.6 
Joists & & & 
Beams . baw 2x5 
Rafters 2x3 2x4]24.9 | 2x3 |20.3 |14x3/ 14.4 
& & & 
14x7 2x4 Zao 
Tiling 3x it 17.3 |} ixt |15.0 |}}x 14] 68 
Battens 
Other a 22.9 — |176) — |161 
Items 
Waste — 8.6 _ 6.6 _ 5.0 
10% 
Total Cu. ft. {94.2 | Cu. ft.72.1 | Cu. ft. 54.9 
6.571 0.437 0.333 
Standard Standard Standard 
Saving on 0.134 0.238 
Typical Standard Standard 
Design 

















Proper design methods based on the latest 
recommendations as set out in the Ministry 
of Works Timber Economy Memorandum 
result in a saving of 22 cubic feet or 0.134 
standards for plain tile roofs, and a saving 
of 39.3 cubic feet or 0.238 standards when 





5 


the lighter single-lap interlocking tiles are 
employed. 


I am often asked whether these suggestions 
have been accepted by local authorities. The 
answer is that many local authorities are now 
adopting these ideas and many more will 
doubtless do so in order that more houses 
may be built from the limited amount of 
softwood available. 


I am also frequently asked whether there 
is sufficient experience, apart from laboratory 
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tests, to be sure that in the long run build- 
ings constructed on the lines put forward 
will endure as well as traditionally built 
structures. This question cannot be answered 
in the affirmative as yet because many of 
the ideas put forward are only recent in appli- 
cation, and it remains to be seen whether the 
more highly stressed members will eventually 
tend to deflect unduly with time and under 
the exigencies of service. 


Unless decay sets in, when admittedly 
there is less margin of safety than with larger 
sections, it is extremely unlikely that any risk 
is involved as prolonged testing by the Forest 
Products Research Laboratory of full-scale 
structures under load materially exceeding 
loading likely to be met in service has de- 
monstrated that the roof trusses illustrated, 
for instance, are stronger and stiffer than 
traditional designs. 


Nevertheless, it would be idle to assert that 
there are not any unforeseen circumstances 
which might lead to failure or partial failure 
here and there. 


It is felt, however, that under present con- 
ditions of timber supply and the urgent need 
for more houses, the slight risk of unsatis- 
factory performance over the years in isolated 
cases is one that should be taken. 


, 


TECHNICAL EDUCATION 
How the Employer can Help 


TH both the technical and administra- 

tive sides of the building industry 

becoming year by year more complex, buil- 

ders should be giving far greater attention 

than they are giving to the questions of 
training and education. 


Mr. D. E. Woopsine ParisH, F.I.O.B., 
Vice-President of the London Master Buil- 
ders’ Association, put forward this view at 
a Northern Area luncheon at Hendon, last 
week. Mr. R. W. Brocksopp, M.1.O.B., 
Chairman of the Area, presided. “It is 
vitally important,” said Mr. Woodbine 
Parish, “that employers should know the 
purpose and standards of the various certi- 
ficates and diplomas awarded in the build- 


- ing industry by the recognised Institutes, and 


it is also essential that they should under- 
stand the scope and detail of the building 
courses offered at the many technical col- 
leges and schools. It is our undoubted duty 
as employers to encourage all our appren- 
tices and the members of our office and 
supervisory staffs to take approved courses 
of training at technical schools and to sit 
their examinations, and we should try to 
co-relate the practical work upon which they 
are engaged in industry with the theoretical 
work which they are taught at school. 


“The time spent by each employer in 
taking a personal interest in the training 
and progress of his apprentices and office 
pupils and in giving them guidance and 
encouragement will go far to re-establish 
that mutual confidence and respect between 
master and craftsman which is so vital to the 
well-being of every great industry. 


“Industry,” he concluded, “should take 
a leaf out of the training manuals of the 
Forces in the matter of training and short 
refresher courses. It .is as important for 
supervisors in industry to be kept up to 
date with new practices and techniques as 
it is to provide apprentices with modern 
craft instruction.” 


H* 
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M.O.W. WINTER LECTURES 
January Programme 


LECTURES to be given during January in 
the Ministry of Works winter season 

of discussion-lectures on subjects of interest 

to the building industry are as follows:— 


January 2—“ Techniques and Devices for Improving 
Bricklaying Output,’’ by C. S. Thompson, A.M.I.Mech.E. 
Town Hall, Basingstoke. 7 p.m. January 10—“ Pow- 
ered Hand Tools,”’ by A. F. Coare. Digbeth Institute, 
Birmingham. 7 p.m. January 10—‘Structural Use of 
Reiriforced Concrete in Building,’ by R. B. Unwin, 

. BSc., A.MLLC.E. Gas Showrooms, Albert-square, 
Manchester, 7.15p.m. January 10—‘ The Behaviour of 
Clay in Foundations,’ by Professor W. Fisher Cassie, 
Ph.D. Literary and Philosophical Society, Westgate- 
road, Newcastle-on-Tyne. 7 p.m. January 11—“ Intro- 
duction to Programming and Progressing for Builders,”’ 
by R. H. James. Central Y.M.C.A., Station-terrace, 
Cardiff. 7.15 p.m. January 11—‘* Good Practice in 
Plumbing,” by G. Lloyd Ackers,.M.I.C.E. City Technical 
College, Byrom-street, Liverpool. 7.15 p.m. January 12— 
“ Mechanisation of Small Jobs,’’ by J. F. Eden, B.Sc., Swan 
Hotel, High Wycombe. 7 p.m. January 1S—* Mining 
Subsidence Problems affecting Housing Construction,”’ 
by H. A. Whitaker. Derby Co-op. Provident Society, 
Ltd., Albion-street, Derby. 7.15 p.m. 


January 1S—“The Structural Fire Protection of 
Buildings,"” by K. R. Lack, A.R.LB.A. Education 
Buildings, Guild-street, Burton-on-Trent. 7.15 p.m. 
January 1S—* Introduction to Site Costing for Builders,”’ 
by A. EB. Chittenden, D.F.C., B.Sc. Institution of 
Engineers and Shipbuilders in Scotland, Elmbank- 
crescent, Glasgow, C.2. January 16—‘ Timber in 
Building—Factors Affecting its Behaviour and Durability,” 
by R. G. Bateson, M.A. (Oxon). Physics Lecture Theatre, 
Royal Fort, Bristol,8. 7.30p.m. January 16—‘ Found- 
ation Problems,” by L. R. Creasy, B.Sc., A.M.LC.E., 
Brighton Technical College. 7.15 p.m. January 16— 
“ The Building (Safety, Health and Welfare) Regulations, 
1948,”"by H.G. Hall. Central Library, Bumley. 7.15 p.m. 
January 17—“ Timber in Building—Factors Affecting its 
Behaviour and Durability,”’ by R. G. Bateson, M.A. 
(Oxon). Town Hall, Devizes. 7.15 p.m. January 17— 
“Economy in Traditional House Building,’”’ by N. S 
Pippard. Technical College, Palatine-road, Blackpool 
7.45 p.m. 


January t1—“* Some Aspects of Concrete,”’ by A. K. 
Brown, B.A. {Arch.), A.R.I.B.A. Creighton School, 
Strand-road, Carlisle. 7 p.m. January 17—“ Intro- 
duction to Site Costing for Builders,’’ by A. E. Chittenden, 
D.F.C., B.Sc.. Town Hall, Motherwell. January 18— 
“Aprlication of Zinc in Building,’’ by E. G. Ridge, Tech- 
nical College, Shrewsbury. January 18—‘‘ The Building 
(Safety, Health and Welfare) Regulations, 1 948,’’ by W. D. 
Ford. Civic Centre, Swansea. 7.15p.m. January 22—“‘Good 
Practice in Plambing,”’ by G. Lloyd Ackers, M.1.C.E. 
The Leicester Colleges of Art and Technology, the 
Newarke, Leicester. 7.15 p.m. January 22—“ Powered 
Hand Tools,” by A. F. Coare. Guildford House, High- 
street, Guildford. 7 p.m. January 23—“ Maintenance of 
Builders’ Mechanical Plant,’’ by A. Molyneux. The 
Leicester Colleges of Art and Technology, The Newarke, 
Leicester. 7.15 p.m. 


January 23—“ Good Practice in Plumbing,” by 
G. Lloyd Ackers, M.LC.E., Technical College, Queen- 
street South, Huddersfield. 7.15 p.m. January 24— 
“Good Practice in Domestic Drainage,’’ by F. J. Crabb. 
City Museum and Art Gallery, Tavistock-road, Plymouth. 
7.30 p.m, January 24—“ Essentials of Good Concreting,”’ 
by S. White, B.Sc., A.M.LC.E. Technical College, 
Great Horton-road, Bradford. 7.15 p.m. January 24— 
“The Architect and Housing,’’ by G. Grenfell Baines, 
A.R.I.B.A. Frederick Nattrass School, Norton, Stockton- 
on-Tees. 7 p.m. January 25—“ Aluminium Alloys in 
Building,” by E. I. Brimelow. Technical Coilege, 
Chatham, 7.15 p.m. January 25—‘ Mining Subsidence 
Problems Affecting Housing Construction,’? by H. A. 
Whitaker. Central Library, Corporation-street, Caester- 
field, 7.15 p.m. 


January 25—“ Plastering,’’ by H. Andrews, B.Sc. 
Technical College, Bell-street, Wakefield. 7.15 p.m. 
January 25—“ Good Practice in Domestic Drainage,’’ by 
F. J. Crabb, Municipal Hall, Taunton. 7.30 p.m. January 
30—“ British’ Standards and Codes of Practice for 
Building,’ by C. Roland Woods, M:B.E., LL.D. Red 
Lion Hotel, Colchester. 7 p.m. January 30—“ Techniques 
and Devices for Improving Bricklaying Output,’’ by 
C:. S. Thompson, A.M.I.Mech.E. Technical College, 
Manchester-road, Bolton. 7.15 p.m. January 3i— 
“Techniques and Devices for Improving Bricklaying 
Output,”’ by C. S. Thompson, A.M.I.Mech.E. Y.M.C.A. 
Little Theatre, Fawcett-street, Sunderland. 7 p.m. 
January 3i—* Aprlicatien of Zinc in Building,’ by 
8. G. Ridge. Technical College, Cauldon-place, Stoke- 
on-Tyeat, 7.15 p.m. 
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M.O.W. REGIONAL OFFICE 


Tunbridge Wells Directorate to Close 

THE Ministry of Works’ Regional Director 
for the South-Eastern Region, Mr. S. J. 
Egertos-Banks, M.I.Mech.E., retires on 
December 31, and the future of the 
Ministry’s South-Eastern Regional Office has 
been reviewed in the light of present - day 
requirements. It has been decided that it is 
no longer necessary to maintain a separate 
Regional organisation with a Headquarters 
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at Tunbridge Wells, and the Regional Office 
there will be closed on March 31] next. 

A district organisation for the maintenance 

of Government buildings will remain, but it 
will be controlled from headquarters. Ques- 
tions affecting the building and civil engineer- 
ing industries and building materials indus- 
tries in the South-Eastern Region will be 
handled from headquarters at fLambeth 
Bridge House. Applications for building 
licences and statistical returns from builders 
will be dealt with by the London Licensing 
Office at 17, Cornwall-terrace, Regents Park, 
London. N.W.1 (Tel.: Museum 5030). 
; The arrangements for consultation with the 
industrial and professional organisations, 
which are at present carried out through the 
South-Eastern Regional Building and Civil 
Engineering Committee, are being reviewed 
in consultation with the organisations 
concerned, 





British Rusting Standards in U.S.A. 


In December, 1949, the British Iron and 
Steel Research Association Corrosion 
Laboratory issued a series of photographs 
at natural size depicting different grades of 
breakdown by rusting of painted steel sur- 
faces. Reprints of these photographs were 
made freely available in the hope that com- 
parisons in this important field would 
become more uniform. It is now an- 
mounced that the standards have been 
accepted for use by the American Water- 
works Association in their exposure tests. 
This will very greatly facilitate comparison 
of results of tests carried out here and in 
America. 
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INQUIRY BUREAU 


Failure of Quarry Tile Floors 

To THE Eprror oF The Builder. 
SR—With reference to the query raised 

by Mr. S. G. Scales about quarry tile 
floors. Because cracks cannot be detected 
on the soffits of beams it does not signify 
that the core of the floor has not moved. Inmy 
very early days I had experience of move- 
ment similar to that described by Mr. Scales, 
and by driving two spikes at the ends of a 
lengthy tiled floor, and by tying a length 
of spring-steel wire to the two spikes, the 
wire tightly drawn and made secured, I 
found that the spikes were pulled out of 
upright. Watching the movetnent under 
different temperatures, the wire became slack 
and the end tiles became slightly flaked 
where the spikes were driven tightly against 
the edge of tiles, which showed that move- 
ment was taking place in the foundations of 
the tiles. Experts, making a test, found 
that the aggregate of the cement screed was 
different in several places due to hand mix- 
ing, and evidence of urine found in the 
screed implied that the sand had been used 
by workmen for a wrong purpose to cause 
a moisture movement in the cement screed 
and dislodge the tiles. The faulty screed 
was removed, and the new screed carefully 
mixed by a mixer, with an aggregate and a 
proprietary brand of cement to the manu- 
facturer’s directions. The floor afterwards 
remained intact. There are several reasons 
why tiles “belly” and become dislodged, 
and to determine the cause is often diffi- 
cult. It should interest Mr. Scales if he were 
to ask permission to inspect Messrs. J. Lyons’ 
floors, at Cadby Hall, Kensington. There 
he will find quarry tile floors, something like 
60 ft. by 400 ft. in area, which are subjected 
to the most severe treatment by water-hosing 
practically every hour of the working day. 
I am informed that these quarry tile flying 
floors are the only type successful in prevent- 
ing movement and flooding. I have a feel- 
ing, however, that the success of the tiles 
is due more to the use of the quick drying 
and waterproofing of the foundations on 
which the tiles rest. 

W. MacDonaLp. 


Gordon House, Chiswick. 


To THe Eprror oF The Builder. 
—IR,—Apart from the possibility of defec- 
tive quarry tiles—unknown to the writer, 
with over 50 years’ experience—I suggest 
that the cause of the lifting might be: 
(1) The nature of the screed; was it too 
strong or too weak? (2) Due to the type 
of key on the back of the tile (I prefer the 
saw-tooth key in preference to the slightly 
stamped). (3) The tiles being insufficiently 
soaked before laying (they should be 
left to soak for several hours). (4) No 
allowance being made for expansion. 
G. W. Harris. 
Hon. Fellow, 
Institute of Clerk of Works. 
43, Leopold-road, 
London, N.W.10. 


Code for Hydrant Systems 
The Council for Codes of Practice for 
Buildings has now issued for comment Code 
402.101, “ Hydrant Systems,” prepared by a 
committee convened by the Institution of 
Mechanical Engineers. Copies of the code 
may be obtained from the British Standards 
Institution, 24-28, Victoria-street, London, 
S.W.1, price 2s. Reference CP (B) 975. 
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DEVELOPMENT CHARGE 


Advance Assessment for Certain Projects 


THe CENTRAL LAND BoarD have stated 
(Practice Notes, paragraph 121) that they 
cannot normally assess a development 
charge under Part VII of the Town and 
Country Planning Act, 1947, unless the 
development is likely to take place .within 
12 months. There are, however, certain 
large projects, such as the redevelopment 
of a large block of urban property, the 
building of a large industrial works, or an 
industrial or housing estate, which have to 
be planned and carried out over a number 
of years. 

In these cases the developer needs to 
know his financial commitment at an early 
stage, and the Board will assess the charge 
provided that:— 


(a) Planning permission, at least in 
principle, has been obtained; and 


(b) The applicant can show that any 
necessary preliminary work, such as 
demolition of existing buildings or the 
laying of roads or sewers, will be sub- 
Stantially started within four years; and 

(c) The proposed development is, in the 
Board’s view, likely to be completed in 
one continuous process. 

The Board reserve the right to re-assess 
the charge if the development has not been 
substantially started within four years, that 
is, unless within that period a reasonable 
proportion of the total estimated expendi- 
ture has been invested on _ preliminary 
works such as site preparation and improve- 
ments. 


Basic Road Statistics 

The British Road Federation has issued in 
booklet form “Basic Road Statistics (Gt. 
Britain) 1950,” which includes information 
on the export of vehicles, motor taxation, 
road accidents, and the number of vehi¢les 
on the roads. 
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LAND DEVELOPMENT 


Closer Co-operation Sought 


CLOSER CO-OPERATION between Govern- 
ment Departments proposing to develop 
land and the local authorities concerned is 
to be instituted. Details of a new proce- 
dure to be adopted are contained in a 
circular, No. 100, “Development by 
Government Departments” (H.M.S.O., 
price 2d.), issued by the Ministry of Town 
and Country Planning. 


Departments will, in future, communicate 
details of their proposals directly to the local 
authorities, who will normally be expected 
to comment on the proposals within two 
months. If there are substantial objections 
from the local authority which the develop- 
ing department does not wish to meet, con- 
sultation will take place with the Ministry 
of Town and Country Planning. Special 
arrangements are provided for secret pro- 
posals and for proposals of particular 
urgency. 


HOUSING PROGRESS 
“* Government Complacency ” 


SPEAKING at Denham, on December 18, 
Mr. H. VICKERS, vice-chairman of the 
National Council of the Federation of 
Master Builders, said that the complacency 
of the Government about its housing record 
was something which was not shared by 
builders. ‘We believe,” he said, “that if 
restrictive controls were -eased, a steadier 
flow of materials provided, and a new will 
to work born amongst all in the industry. 
we could steadily and surely reach a target 
of 300,000 houses a year.” 


But that figure would not be reached by 
waving a magic wand. “Operation Hous- 
ing” was a three-way partnership between 
the Government, the operatives and the build- 
ing contractors. The Government to play 
its part must jolt itself out of that apparent 
contentment with the present position which 
had characterised so many. recent speeches 
by responsible Ministers of the Crown. The 
operatives must speedily regain that extra 
25 per cent. of production, which they had 
lost since pre-war days. And builders must 
streamline their organisations along the line 
of the best modern techniques and practices. 


ALUMINIUM SUPPLIES IN 1951 


ARRANGEMENTS have now been made by 
the Ministry of Supply with the Aluminum 
Company of Canada Ltd., for the supply to 
the United Kingdom in 1951 of 50,000 metric 
tons of virgin aluminium in addition to the 
150,000 metric tons already contracted for 
and for the supply in 1952 and 1953 of 
220,000 metric tons per annum. 


The U.K. Government has agreed to fund 
afresh over a period of 20 years the loans 
made to the company during the war to 
finance the expansion of capacity in Canada 
and to make a new loan to the company of 
25 million dollars towards the financing of 
further expansion. The company will give 
the U.K. a first call on 200,000 metric tons 
per annum of its production for 20 years. 


Adequate provision has thus been made for 
the rising requirements of defence and for 
essential civilian production. This does not 
mean, however, that supplies to industry will 
be unrestri 








INCENTIVES 

F.M.B. Comments 

STATEMENT issued by Sir Harry 

Selley, J.P., President of the Federation 

of Master Builders, on the Incentives Settle- 
ment (given in our last issue) reads :— 

“In my opinion, the so-called incentive 
scheme announced by one section of the 
building trades employers and the trades 
unions on December 15 will bring further 
confusion to the building industry. 

“The scheme reminds me of the old 
League of Nations set-up. Plenty of 
window-dressing—panels, committees and 
the rest—but no teeth. What is the use of 
an elaborate scheme unless real powers are 
taken to put it into effect? The 10,500 
members of my Federation, mostly medium- 
sized and smaller builders, have not been 
consulted. Indeed, I wonder what degree 
of consultation has taken place between the 
leaders—who have agreed on the scheme— 
and their rank and file? I hope the scheme 
will mean greater building productivity, but 
I still believe in the old-fashioned, well-tried 
method of a fair day’s work for a fair day’s 
pay and a real personal relationship between 
employer and workman without any outside 
interference. I am convinced that the 
majority of builders up and down the 
country and not a few building operatives 
will agree with me. 

“TI notice that one report states that 40 
per cent. of the one million and a quarter 
men employed in the industry are at present 
working incentive schemes. This, of course, 
is a gross exaggeration. I doubt if more 
than four per cent. of the men are working 
such schemes. The nmajority of the so-called 
incentive schemes being worked to-day are 
not being used to step-up the rate of build- 
ing but as a sort of disguised method of 
enticing labour from one building site to 
another. This practice has had calamitous 
effects on the industry.” 

Commenting upon Sir Harry “Selley’s 
remarks, the National Federation of Build- 
ing Trades Employers state: — 

“It is surprising that, when criticising the 
joint statement about incentives schemes 
which was made by the National 
Federation of Building Trades Operatives 
and the National Federation of Building 
Trades Employers, Sir Harry Selley, the 
President of the Federation of Master Build- 
ers, should have complained that his Federa- 
tion was not consulted. He knows full well 
that it is mot represented on the National 
Joint Council for the Building Industry which 
deals with wages and conditions and his 
complaint is, therefore, a tacit admission that 
his members should, if they wish their inter- 
ests to be properly safeguarded, join the 
N.F.B.T.E., which is represented on all the 
Government Consultative Committees as well 
as on the National Joint Council. 

“Had Sir Harry’s Federation been differ- 
ently placed his members would have been 
kept fully informed of the progress of the 
recent negotiations, would have had. the 
agreement fully explained to them, and 
would, therefore, have realised that it is 
designed to prevent the attraction of labour 
from one site to another and, above all, to 
ensure, under a policy of full employment, 
a fair day’s pay for a fair day’s work. 

“Unlike Sir Harry Selley, the Minister of 
Works in a public statement has welcomed 
the new agreement most warmly, and has 
described it not only as an important step 
forward towards the higher productivity in 
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building which is essential to national econ- 
omy, but also as a signal instance of the 
determination of both sides of the industry 
to grapple with the problem of increasing 
building productivity.” 


In reply to the statement of the National 
Federation of Building Trades Employers, 
Sir Harry Selley says: “It was with amaze- 
ment and regret that I read the statement in 
reply to my criticisms, issued by the National 
Federation of Building Trades Employers 
which this week reached agreement with the 
operatives’ unions on incentive schemes. 

“T have only three observations to make. 
First, that although the Federation of Master 
Builders, of which I am President, is not 
represented on the National Joint Council 
for the Building Industry, this is a matter 
which should be’ remedied, and no doubt 
in due time the 10,500 members of my 
Federation will have a voice in the settling 
of wages and conditions which apply to the 
men to whom they give employment. The 
Employers’ Federation have not consulted 
their rank-and-file membership, neither have 
they been informed of any progress in these 
negotiations. The new incentives agreement is, 
however, not yet a decision of the National 
Joint Council, but an agreement entered into 
by one Employers’ Federation in the industry 
and the trade unions. 

“My second observation is that my 
Federation is all in favour of real incentive 
schemes designed to increase productivity 
and lower costs. 
scheme which. increases costs without corre- 
sponding increase in production. 

“Third, I would say that the overwhelm- 
ing proportion of builders throughout the 
country, especially the medium-sized and 
smaller firms, have great difficulty in working 
such schemes, and that grandiose paper plans 
and agreements reached at the top are not 
based on the wishes of the rank and file. 

“I regret that a legitimate criticism made 
by a man like myself, who has spent 50 
years in the building industry, should have 
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called forth a statement—which is nothing 
more nor less than a recruiting speech—from 
a body which lays claim to represent all 
builders in their negotiations with the trade 
unions and on responsible Government com- 
mittees.” 


PLASTERER APPRENTICES 


Recruitment and Training 


FAILURE to recruit an adequate number 

of plasterer apprentices and to train them 
properly could only mean a reduction in the 
efficiency of the plastering trade in the 
future, said Mr. E. T. Roberts, of Manches- 
ter, president of the National Federation of 
Plastering Contractors, when he spoke at 
the first annual general meeting of the 
Federation in London on December 1 last. 
Mr. Roberts said that much was being done 
at national level to stimulate the recruit- 
ment of more apprentices, but each indi- 
vidual employer had a responsibility to see 
what he could do and also to see what could 
be done by way of training by the local 
education authorities. 


Mr. Roberts referred to the affiliation of 
the Federation to the N.F.B.T.E. and said 
that the link-up was working well and showed 
every sign of continuing to do so. Plaster- 
ing contractors were now able to make their 
views on all subjects known on the Council 
and Committees of the N.F.B.T.E. through 
their own appointed representatives and that 
was proving to be a considerable advantage. 

Turning to incentives, Mr. Roberts said 
that he was well aware that many plastering 
contractors felt that any system of payment 
by results was inconsistent with a good 
standard of plastering. It was essential, how- 
ever, for costs to be brought down and no 
satisfactory alternative method of doing this 
had yet been devised. 


BURSARIES FOR YOUNG 
BUILDERS 


THREE bursaries, each of up to £50 a year 
for three years, will be offered to young 
apprentices during the Midlands Building 
Exhibition at Bingley Hall, Birmingham, 
from February 14-24. They are being 
awarded by the organisers of the exhibition 
—Herbert Daniel Exhibitions, Ltd—and 
have been formulated and will be adminis- 
tered by the Midland Federation of Building 
Trades Employers. Mr. K. A. Osbourn, 
Director of the Midland Federation, ex- 
plained that the competition would be open 
to all bona fide employees, between the ages 
of 16 and 21, of building trades employers 
in the region, irrespective of whether their 
employers were members of the Federation. 


“We feel that this is an excellent oppor- 
tunity for the young men in the industry,” 
he said, “and we do not want to handicap 
them. In fact, the competition will be open 
not only to apprentices in the building trade 
but also to the pupils of architects, surveyors, 
specialist sub-contractors and other employers 
directly concerned with the building 
industry.” 

The text will take the form of an essay 
on the exhibition, but the final award of 
the bursaries will be determined by a panel 
of judges on the result of the essay in con- 
junction with personal interviews. The 
awards are designed to assist the successful 
candidates to undertake further study in the 
industry, and in particular in order to enable 
them to sit for examinations for the National 
Certificate, the Higher National Certificate 
and as Licentiate of the Institute of Builders. , 
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NEWS IN BRIEF 


Award for Design in Concrete 

Mr. David H. Jones, assistant to Mr. 
Gilbert Fraser, F.R.I.B.A., of Liverpool, has 
been awarded the H. W. Williams prize of 
£50 for the promotion of architectural de- 
sign in concrete. Mr. Jones’ design was for 
a pier and bandstand for a small seaside 
resort. 


Precast Concrete Consultant 


The Cement and Concrete Association 
inform us that Mr. R. H. Baumgarten, who 
has been in charge of their precast concrete 
section for the past nine years, is to resign 
his position with effect from December 31. 
Mr. Baumgarten is resuming his practice as 
an independent precast concrete consultant 
and technical adviser. 


Two Courses of Lectures 


Two lecture courses are to commence dur- 
ing January at the Hammersmith School of 
Building and Arts and Crafts. The first of 
12 weekly lectures on “ Structural Welding 
and Analysis” will be held on January 19. 
The first of another course of six weekly 
lectures on “Concrete Technology” begins 
on January 30. Application forms and other 
details may be obtained from the secretary 
of the School, Lime-grove, W.12. 


Central Land Board Orders 

The Central Land Board have recently 
made Compulsory Purchase Orders in 
respect of a quarter-acre plot of land in 
Cockermouth-road, Wigton, near Carlisle, 
and half-an-acre of land at Cotteswold-road, 
Gloucester. These are the first Orders in 
the counties of Cumberland and Gloucester. 
They have also made an Order in Wales, 
in respect of an area of 12 acres of gravel 
bearing land, which forms part of a farm 
property known as Llay Bank, Cefn-y-Bedd, 
Wrexham, Denbigh, and is next to existing 
gravel workings. 


Reflective Roofing 

The Natural Asphalte Mine Owners’ and 
Manufacturers’ Council draw attention to a 
paragraph—“ Reflective Roofing” in the 
“Trade News” column of our issue for 
November 17—in which claims were made 
on behalf of a “ new ” type of roofing offer- 
ing a reflective surface. The Council point 
out that the means of thermal and light 
reflection described has been applied by 
members of the Council for at least 20 
years, and that the process, although a 
successful one, is not by any means new 
to the asphalt industry. 


Famous Buildings in Rochester 

The Cathedral Church of Christ and the 
Biessed Virgin Mary, which was founded by 
St. Augustine in a.D. 604, the Bishop’s 
Palace, and the Castle, with its twelfth- 
century square keep, are among nearly 200 
buildings in Rochester which have been 
listed by the Ministry of Town and Country 
Planning as of special architectural or 
historic interest. Among other buildings 
which may have aroused Mr. Pickwick’s 
interest, and which are now listed by the 
Ministry, are the Corn Exchange, which was 
built in 1706 at the sole charge of Sir 
Cloudsley Shovel, M.P.; a building in the 
High-street where James II stayed in 1688 
and now occupied by Lloyds Bank; and 


-Watts’s Charity House, which was founded 


in 1579 by Richard Watts, a purveyor to the 
Navy, “for a night’s lodging for six poor 
travellers, not being rogues or proctors.” 
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Birmingham Building Holiday, 1951 

The Birmingham Local Joint Committee 
for the Building Industry has decided that 
the fixed week for the holiday to be taken 
in 1951 under the Holidays with Pay Scheme 
shall be the normal working week com- 
mencing Monday, July 2, and terminating 
Saturday, July 7, 1951, both dates inclusive. 
The area covered by the Committee includes 
the whole of the area of the City of Birm- 
ingham and a five miles’ radius from 
Stephenson-place (excluding any portion of 
the Borough of West Bromwich), the County 
Borough of Smethwick, the Municipal 
Borough of Oldbury, portions of the Muni- 
cipal Borough of Rowley Regis and the 
whole of the Urban District of Solihull. 


Paper Shortage Threatens Trade 


Serious consequences of a paper shortage, 
affecting both the home and export trade, 
are foreshadowed in a letter sent by the 
President of the Board of Trade to all local 
authorities, in support of the new salvage 
drive which is being launched by the Waste 
Raper Recovery Association. Appealing 
for nation-wide co-operation, Mr. Wilson 
says :—‘* The consumption of waste paper 
by mills has substantially outstripped collec- 
tions and stocks of waste paper in the hands 
of the mills have fallen to a dangerously low 
level. Unless collections can be increased 
home production of many kinds of paper 
and packaging boards is bound to fall at a 
time when supplies are already inadequate 
to meet the ever-growing demand. To the 
heavy demands for export purposes there dre 
now being added additional demands for 
defence, so that the needs and convenience 
of the home market are bound to suffer 
unless output can be increased.” 
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CODE OF PRACTICE 
Board and Sheet Coverings 


(THE Council for Codes of Practice for 

Buildings has recently issued, as a 
draft for comment, Code 124.200, “ Board 
and Sheet Coverings (External),” prepared by 
a Committee convened by the Royal Institute 
of British Architects. This document con- 
sists of sub-code 124.200 dealing generally 
with external board and sheet coverings, and 
five sub-codes, as set out below, each giving 
more detailed and specific information on a 
particular type of covering:— 


124.201, Weatherboard Coverings; 124.202, 
Sheet Metal Coverings (weather resisting); 
124.203, Asbestos-Cement Coverings (weather 
resisting); 124.204, Plywood Coverings 
(weather resisting); 124.207, Wood-Wool 
Slab Coverings (weather resisting). 


Sub-code 124.200 gives recommendations 
regarding the exchange of information neces- 
sary before and during construction, the con- 
tract documents, the time schedule of build- 
ing operations, and preservative treatments. 
Exposure conditions which affect the design 
are classified, and information given on the 
choice and type of materials. Sound in- 
sulation, sound absorption, fire resistance, 
combustibility and spread of flame, thermal 
properties, strength, stability, resistance to 
impact, durability and crack formation are 
fully dealt with, and tables are included 
giving useful information on several of ‘these 
subjects. : 

Tabulated information is given on the 
spacing of supports, the spacing, dimensions 
and types of nails or screws required and 
other important fixing data for hardboards, 
plywood, asbestos-cement sheet, wood-wool 
building slabs, timber, and ferrous and non- 
ferrous metal sheet. Recommendations are 
made as to the varieus fixings for sub-frames 
and the methods of fixing coverings and in- 
fillings, together with joint treatments suitable 
for various materials. 

The sub-codes each deal with their specific 
subject in a similar way to sub-code 124.200 
described above. The grade, thicknesses and 
weights of particular coverings are given 
where appropriate, and recommendations 
made on suitable preservatives, fire retardants, 
fixing and jointing accessories, and flashings, 
etc. Considerations affecting design regard- 
ing each particular type of covering are fully 
dealt with, and notes are included on trans- 
porting, protecting, storing and fixing the 
covering (including preparatory work) on 
scaffolding and tackle, and on suitable finish- 
ing treatments. Each sub-code concludes 
with some information on inspection, testing 
and general maintenance of the coverings. 

The document includes illustrations show- 
ing the different types of weather-board 
coverings and methods of jointing. Ihe 
Code is in draft form and is subject to 
amendment in the light of comments which 
should be submitted by January 22 next. 

Copies may be obtained from the British 
Standards Institution, 24/28, Victoria-street, 
London, S.W.1, price 10s., proof reference 
CP(B) 982. 


Structural Steelwork Design 

The British Constructional Steelwork 
Association, Artillery House, Artillery-row, 
Westminster, S.W.1, have issued the second 
brochure giving further examples of struc- 
tural steelwork design to conform with the 
requirements of British Standard 449/ 1948, 
“The Use of Structural Steel in Building.” 
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THE SCOTTISH BUILDER 
NEW BUILDINGS 


Fife.Plans have been approved for erection of 
four dwelling-houses at Lebanon, Cupar, for Fife 
County Council. 

Kirriemuir (Angus).—Erection 
Knowehead, for Town Council, 


FUTURE 
CONSTRUCTION 


PUBLIC APPOINTMENTS 


Full detatis~of Public Appointments open will 
be found in the Advertisement pages of this and 
previotes dssnes, 


CONTRACTS OPEN 


For some contracts still open but not included 
in this list see previous issues. Those with an 
asterisk are advertised in this number. The dates 
at the heads of paragraphs are those for the sub- 
mission ef tenders; a dagger (t) denotes closing 
date for applications; the name and address at the 
“wag refer to the person from whom particulars may 


: BUILDING 
JANUARY 2. 


*tEnfieltd UD.C.—12 flats, Baker-st. site. F. 
ie, E. é &., + DSc Park-gdns. Tenders by Jan. 


of 16 houses at 
approved by Dean 


° 


JANUARY 3. 


*tDukinfileld T.C.—36 houses, Yew Tree-la. site. 
Cruickshank & Seward, architects, 16, Princess-st., 
Manchester 1. 


Seaton Burm. 
5: 56. 


*Northumberiand cC.C.—School, 

County A., Newcastle-upon-Tyne. 
JANUARY 5, 

*tSeuthampton C.B.—Shelter and convenience, 
Floating Bridge, Woolston Hard. Boro’ Arch. Dep. 
£2. Tenders by January 31. 
te B.C,—14 flats, junction of Chelmsford- 
ase-rd., N.14. E. & 8. Dep. £2 Zs. 

JANUARY 6. 

tStaffordshire C.C.—Additional classrooms at 
Rowley Hall Cty. Prim. Sch., Rowley Regis, nr. 
B:rmingham. A. C. H. Stillman, A. & S., Green 
Hall, Lichfield-rd., Stafford. Dep. £2 2 
Staffordshire C.C.—Additional classrooms. at cty. 


+S 
rd. and 


sec. mod. sch., Stone, Staffordshire. A. C Stiil- 
man, A. & 8, Green Hall. Lichfield-rd., Stafford. 
Dep. £2 2s. 

*Swadilincote U.D.C.—Eight houses. Midway 


estate. E. & S.. Bank House, Midland-rd. 
£2 2s. each (two contracts). 
Hatgy = ane 3 U.D.C.—14 houses and 22 bunga- 
lows, Grimshill estate. W. K. Morris, C. 
JANUARY 8. 
*tBeddington and Wallington _Boro’.—12 flate, 
Abinger-cl.. Wallingion. B. E. &S 


Dep. 
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*tDenbigh T.C.—Alterations, etc., Salisbury- " 
H. Jones, T.C. Dept. £5 5s, Tenders by Feb. 

*Hunts C.C.—Additional classroom en dense! i 
tion, etc., Huntingdon Grammar School. 8. J. 
Hands (A.), County A., Huntingdon. 


*Lampeter T.C.—26 houses, Bryn T. Alwyn 
Lioyd & Gordon, architects, 6, Cathedral-rd., Cardiff. 
Dep. £3 3s. 

JANUARY 9. 

Cudworth (Yorks) U.D.C.—16 aged persons’ bun-‘ 

galows. York-st. site. E. & S. Dep. £2 2s. 
JANUARY 10. 
Huntingdon B.C.—12 houses, American-la. site. 


Lea, Milner, Doe & Ward:ey, architects, 4, Market- 
hil, Hunt:ngdon. Dep. £2 “Qs. 


Kidderminster B.C.—Construction of first portion 


of public health depot, Hoobrook. off main Wor- 
cester-rd.: J. G. Stewart, A.M.I.C.E., E. & S., 110, 
Mill-st., Kidderminster. Dep ‘£2 2s 


*+Northants C.C.—School at Kettering; Rushden 
and Corby. County A., Northampton. 


JANUARY 11. 


Hambledon (Surrey). R.D.C.—20 houses and 26 
flats on Manor Field estate, Milford. E. & S&., 
Council Offices, Bury Fields, Guildford. Dep. 
£5 5s. 


*tNorfolk E.C.—Block of buildings at Easton Hall. 
G. W. Oak (A.), Ed. Offices, Stracey-rd., Norwich. 

*Mansfield 7.C.—Conversion of existing dormi- 
tories and ablution blocks into living units, Abbott- 
rd. housing estate. B.E. & 8. Dep. £2 2s. 

*t+West Sussex €.C.—New assembly hall, 
Teachers’ Training Co:lege, Bognor Regis. 
A., Chichester. 


ete., 
County 


JANUARY 12. 


*Luton Boro.—Control tower, 
B.E. Dep. £2 2s. 


municipal airport. 


JANUARY 13. 


*Standish-with-Langtree © U.D.C.—20 houses at 
Grove-la. site. E. & S., Ashfield House, Standish. 


Dep. £2 2s. 
JANUARY 15. 
Cariton (Notts) U.D.C.—40 flats on Valley-rd. site. 
R. Campbell, E. & S., Council House, Burton- 
rd., Carlton. Dep. £2 2s. 

*Durham C.C.—Two pairs of police houses, West 
View-rd., Hart-rd., Hartlepool. G. R. Clayton (F.), 
Architect to Police Authority, Durham. 

*Durham C.C.—Pair of police houses, Wingate- 
la., Wheatley Hik. G. R. Clayton (F.), Architeet 
to Police Authority, Durham. 

*Durham C.C.—Pair of police houses, Tindale- 
cres., Bishop Auckland. G. R. Clayton, Architect 
to Police Authority, Durham. 

*Glamorganshire ©€.C.—Conversion into residen- 
tial nursery, Children’s Homes, Maesycoed. Ponty- 
pridd. L. R. Gower (F.), County A., Cardiff. Dep. 
£2 2s. 
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Kidderminster B,C.--22 houses . hay Cop- 


pice estate. J. G. Stewart, er E.. & S., 110, 
Mil-st, Kidderminster. Dep. £2 2s. 

*Middlesbrough C.B. — Secondary schools, 
Stainsby. Director of Education, Woodlandsrd. 
Dep. £5 5s. 

*Wallasey C.B.—Erection of Park “yt Infants’ 
School. Boro’ A.. Town Hall. Dep. £2 


*tWellingborough U.D.C.—76 houses at rer 
Hal] Farm estate. E. & S., Council Offices. Dep. 
£2 2s 

West Riding of Yorkshire C.C.—(1) Adaptation of 
Harewood Bridge Honse residential specia: school, 
and (2) extensions to Ecclesfield Monteney-cres. inf. 
sch. Cty. A., “ Bishopgarth,” Westfield-rd., Wake- 
field. Tee. £2 2s. in each ease. 


JANUARY 16. 


Skegness U.D.C.—38 houses, St. Clement’s nen: 
Surveyor, Town Hall, Skegness. Dep. £3 % 
JANUARY 18, 


C.C.—Five cottage homes fer children. 
Wellington. G. Chant, County 
Dep. £2 2s. 

JANUARY 19. 

*tWest Sussex C.C.—Occupation centre. 
ham-rd., Worthing. County A., Chichester. 


*Salop 
“The Vineyard,” 
A., Shrewsbury. 


Broug- 


JANUARY 20. 
*+Reading C.B.—60 flats, Gosbreek-rd., Caver- 
sham. oro” A. 
*Wakefield City.—18 flats, George-st. City E. 
Dep. £2 2s 


JANUARY 22. 

*Ealing Boro’.—Tennis Courts Pavilion, Lammas 
Park Enclosure. C. W. Seddon, B.ES. Dep., £2. 
JANUARY 23. 


Saltburn and Marske-by-the-Sea U.D.C.—36 houses 
at ae rd. estate. E. & S., Council Offices. Dep- 


£2 2 
JANUARY 25. 

*St. Ives R.D.C.—Eight houses, Fenstanton, Lea. 
Milner Doe and Wardley, architecte, 4, Market-hill, 
Huntingdon. Dep. £2 2s. 

JANUARY 26, 


*Scarborough T.C.—36 houses, yea ) ao 2 
Overfield, B. & Water E. Dep. £2 
*Weymouth and Meicombe Regis ae houses, 
Downclose estate. B.E. & 8. Dep. £2 2s 
JANUARY 29. 
_ *tPeterborough T.C.—100 houses, Eastfield hous- 
ing estate. F. J. Smith, City E. & § Dep. £2 2s. 
Tenders by January 29. 
FEBRUARY 1. 


“Darlington C.B.—Secondary Grammar School for 
ris, Hummersknott. Boro’ A., Central-bldgs. 


Dep. £3 3s. 
FEBRUARY 2. 
*Chigwell U.D. *—% garage, Old Station-rd., 
Loughton. E. & S. Dep. £3 3s. 
FEBRUARY 5. 


*Ware R.D.C.—4 houses at Standon na 4 at 


High Cross. . R. Davidge & Partners, 5, 
Victoria-st., Westminster, §.W.1. 
FEBRUARY 7. 


*Swansea C.B.—Erection of primary ape at 
West Penlan. Boro’ A., Guildhall. Dep. £5 


NO DATE, 


*Croydon C.B.—4 shops with living accommodation 
at New Addington estate. B.E. 


*Midhurst R.D.C.—16 houses and 8 flats at East- © 
bonrne site. T. — (F.), “ Newstead,” 
Midhurst. Dep. £1 


PAINTING, ELECTRIC LIGHTING, 
MATERIALS, ETC. «+ 

JANUARY 6. 

Romford B.C.—E. & S. (materiais). 
JANUARY 13, 

Banstead U.D.C.—E. & S. (materials) 
JANUARY 15. 

Chigwell U.D.C.—E. & S. (materials) 
JANUARY 19. 

Beckenham B.C.—Engineer (materials) 

Cumberiand C.C.—Surveyor (materials). 
JANUARY 20. 

Hertfordshire C.C.—Surveyor (materials). 


ROADS, SEWERAGE AND 
WATER WORKS 
JANUARY 20. 

Norwich T.C.—Road and sewers on North Park- 
av. housing site. City E.’s Dept., Oity Hall, Norwich. 
Dep. £2 2s. 

JANUARY 22. 


Dorchester R.D.C.—(1) Maiden Newton sewerage 
and sewage disposal, and (2) Sydling St. Nicholas 
sewerage and sewage dispesal. W. Herbert Bate 
man & Partners, consultant engineers, Chesterfield 
House, Batheaston, Bath. Dep. £3 3. im each case. 
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JANUARY 24, 

*Manchester Regional Hospital Board.—Roads 
and sewers to 14 staff houses at Whittingham 
Hospital. Thomas Duffy (F.), Architect to the 
Board, Third Floor, Sunlight House, Quay-st., 
Manchester 3. Dep. £2 2s. 

JANUARY 31. 

Goscote Joint Sewage Com.—Extensions to Gos- 
cote sewage works. M. E. Habershon, O.B.E., engi- 
neer, Council House, Walsall. Dep. £23 3s. 

i FEBRUARY 2. 

Letchworth U.D.C.—Reconstruction of sewage dis- 
pay works at Letchworth and Baldock. Howard 

umphreys & Sons, consultant engineers, 191, 
Victoria-st., Westminster, S.W.1. Dep. £10 10s. 


GENERAL BUILDING WORK 


(LONDON) 


Hampstead.—Hovsine.—Messrs. Thurgood, Son & 
Chidgey, 4, Broad-st.-bidgs., Liverpool-st., E.C.2, 
have been appointed quantity surveyors for the 
Broadhurst-edns. housing scheme, for wh:ch Mr. 
Richard Nickson, 33-34, Welbeck-st., 
W.1, is the architect. 

Hampstead.—Hovusinc.— Housing com. have re- 
commended i Mr. Donald H. McMorran, 
F.R.1.B.A., 14. North Audiley-st., Grosvenor-sq., W.1, 
be appointed architect for the Primrose Hill-rd. 
housing scheme. 

Hendon.—Temporaky Orrice BuiLpiInc.—Bertie 
Crewe & Kay, chartered architects, 1, Green-.a., 
N.W.4, have been given T.P. approval for proposed 
temporary office building, -Goodsyard, Station-rd., 
Edgware. ; 

Hendon.—ResviLpinc.—V. J. Wenning, L.R.1.B.A., 
43, Doughty-st., W.C.1, has received T.P. approval 
for proposed rebuilding of part of factory, Colin- 
deep-la., N.W.9, for Everett Edgcumbe & Co., Ltd. 

Hendon,—Acep Peropte’s Dwe.iincs, CottaGes 
anD F.iats.—Borough Surveyor has submitted de- 
tailed plans for the layout of housing site No 19, 
Broadfields-av.. Edgware. The development com- 
prises 12 old people’s dwellings, 202 cottages and 54 
flats, making a total of 268 units of accommoda- 
tion. Est. cost is £358,000. It is recommended that 
Messrs. L. A. Francis & Son, Vernon House, 
Sicilian-av.. W.C.1, be appointed quantity surveyors 


for this scheme. 

Hendon.—Scuoot.—Middlesex County architect 
has prepared layout drawings for the new Clitter- 
house junior mixed school. 

Lewisham.—Hovuses aNp Ftats.—Hous:ng com. 
propose to erect 38 houses, 34 flats and four sing-e- 
storey dwellings on the Kent House-rd. housing 
site. Plans by Boro’ A P 

Lewisham.—AppiT10ns.—L.C.C. have granted an 
app.ication by G. T.. Harman, A.R.I.B.A., 9a, 
Lewisham High-st., S.E.13, to make additions and 
extensions to the Avenue Works, Blackheath-grove. 

Stoke Newington.—Fiats.—L.C.C. approval has 
been given to the erection of 46 flats on the Burma- 
mews/Green-la. housing scheme. ache 

worth.—F.iats.—Mr. Lovett Gill, F.R.I.B.A., 
a len W.C.1, is the architect for 116 flats 
as the third phase of development on the Wendels- 


worth estate. 
(PROVINCIAL) 


Acorington.—T.C. propose new bus sin., Peel-st. 
Surveyor, H. Buick. ial 

Bangor.—T.C. approved plans for new phone 
cidhunae on the “ ld Parking Ground,” for G.P.O. 

Blackburn.—T.C. gone 20 houses for key 
workers at Whitebirk power stn. noe 

Blackpool.—Plans have been submitted to B.C. 
for:—Extensions to Congregational church, Caven- 
disi-rd., for Rev. 8S. G. McLellan, 23, Beaufort-av.— 
Vehicle service depot, workshops and showrooms. 
south side of Dover-rd., for Globe & Simpson (Man- 
chester), Ltd,, 88-100, Quay-st., Manchester.—Two- 
storey extension, Cee’ for baggage 
Mouldings, Ltd.—Confectionery works, co 
Mowbray a, and Melwood-av., for Cameron Con- 
fectionery Co., Ltd. fs 

Boidon.—U.D.C. to build 42 bungalows. ans 
by surveyor, N. Hindmarsh, Counsell Offices, East 
Boldon, Co. Durham. 

Bury.—T.C. Surveyor, J. Chadwick, to prepare 
ving tee proposed Brandlesholme Cty. Prim. Sch. 

Caernarvonshire.—C.C. aqeecet plans and esti- 
mate of £16,000 for nine houses at Cefn Hendre, 
Caernarvon. 

Cheadle (Staffs).—R.D.C. approved plans for new 
buildings at Cauldon Low, for British Portland 
Cement Manufacturers, Ltd. 

.—E.C. propose new sch. at Cobbs 
Quarry, near Warrington (commence 1952). Cty. 
A., F. M. Parkes. 

Coventry.—_T.C. propose six dwellings and six 
shops with maisonettes over at Allesey. City A., 
D. E Gibson. 

Darlington.__M.H. has approved I.C.’s proposal 
to ieee teckcocta with Shepherd & Son, Ltd., York. 
for the erection of 10 houses, and with J. W. Wh:te 
«contractors), Ltd., Sunderland, for 30 terrace 
houses.—Boro’ A. (B. A. Tornbohm) has prepared 
layout for 168 houses on Springfield site—T.C. to 
borrow £29,100 for 22 houses, Haughton South site ; 
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£22,190 for 20. flats, Haughton South site; and 
£15,790 for 12 “Z” houses, Haughton South.— 
Whessoe, Ltd., are to extend their plate and engi- 
neering shop in Brinkburn-rd. : 

Denholme.—U.D.C. seek loan of £8,725 for eight 
houses, Hill Crest estate. 

Durham.—Cty. E.C. to proceed with new Spenny- 
moor Sec. Grammar Tech. Sch. Plans by Cty. A., 
Court-la., Durham. 

Golborne.—U.D.C. seek loan of £30,833 for 23 
houses, Briar-rd, estate. ; ; 

ebburn-on-Tyne.—U.D.C. to build 80 houses in 
Victoria-rd. East; also 60 houses in Mill-la. area. 
Council’s architects, T. A. Page, Son & Hill, 75, 
King-st., South Shields. fies 

Lancashire.—C.C approved four additional] class- 
rooms and conversion of kitchen and dining-room 
into library and cloakroom at Fleetwood Gram- 
mar” School, at £14,025; propose adaptation of 
Astley Isolation Hospital as a special sch. and 
erection of nursery sch. at Acresfield Middleton. 

1951-52 sch. building programme __ includes :— 
Chorley South Cty. Sec. Mod. (£179,520) ; new inf. 
dept. at Chorley Weld Bank-st. Gregory R.C. sch. 
(£30,800); Prescot R.C, (St. Luke’s be phase 1) 
(£36,960); | Huyton-with-Roby Brookhouse St. 
Aidan’s R.C. (phase 1) (£36,960); Huyton-with- 
Roby St. Dominic’s R.C. sec. mod. (£134,640); 
Poulton-with-Fernhead Padgate C.E. (adaptations) 
(£43,120) ; Leigh Ne] Pan-la. Cty. (£43,120); Widnes 
Ditchfield-rd. Cty. (phase 1) (£39,960). 

Nelson College of Further Education (phase 1) 
(£54,000); Widnes College of Further Education 
(phase 1) (£75,000); one sch. clinic (£11,000); 
Longridge . Woodville _ special sch. (E.S.N.) 
(£30,000); Broughton-in-Furness specia] sch. (ada 
tations and extensions) (£19,000). Cty. A.. 
Noel Hill, F.R.1.B.A., Cty. Offices, Preston. 

Macclesfield.—Boro’ A., E. A. Hepponstall to pre- 
pare plans for two houses and four shops with 
maisonettes and a block of flats at Ivy-rd. estate. 

Meriden.—R.D.C. propose 34 houses, Fillongley- 
la., Meriden. 

Middlesbrough.—Tenders are expected to be ob- 
tained late in February by E.C. for second stage of 
Stainsby sec. sch. scheme. Architects, S. 
Milburn & Partners, 9, Esplanade, Sunderland. 

Newcastt2-on-Tyne.Cackett, Burns Dick & 
McKellar, 21. Ellison-pl., Newcastle, have prepared 
plans for factory additions in Albion-row, for 
Domestos, Lid.—S. Ash, 12, Elgey-rd., Gosforth, is 
architect for extending printing works, Westgate- 
rd., for T. & G. Allan, Ltd., stationers, etc.—C. 
Solomon, St. Mary’s-pl., Newcastie-on-Tyne, is 
architect for warehouse alterations, Falconer-st., 
for London Genera: Sales. Ltd 

Newport Pagnell.—_W. T. Lamb & Sons propose 
new brickworks at Bradwell. . 

North Riding.—E.C. approved plans for a_prim. 
sch. at Romanby, Northallerton. Ptans by D. W. 
Dickenson, Cty. Hall, Northallerton. : 

Northumberiand.—Addit:onal accommodation is to 
be provided by C.C. at Newburn Manor C.P. sch. to 
plans by Cty. A., County Hall, Newcastle-on-Tyne. 
No contracts let.—C.C. to convert “ Haydon Park.” 
Haydon Bridge, into children’s boarding school to 
plans by Cty. A., County Hall, Newcastie-on-Tyne.— 
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AYGEE LTD., 
100, Westminster Bridge Road, LONDON, S.E.1 
‘phone: WATerloo 6314 (6 lines) 


A product of England's Largest Glazing Contractors 
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C.C. is considering erection of two-storey types of 
old people’s E lans are being 
by Cty. A., County Hall, Newcastle-on-Tyne. First 
homes are likely to be built at Berwick. 
=e propose further 16 “ Airey” 

uses. 

Oidham.—B.C. propose new health centre, West- 
st. site, at £112,000. 

Pwitheli.—T.C. propose 50 houses at West End 
and 12 at Wembley. 

Rochdale.—T.C. propose redevelopment of Mount 
area in two stages, as neighbourhood unit. 
ane . a $ — Lioyds Bank-chbrs., 

ick, are architects for temporary premises at 

Rothbury, for Tweedside Co-op. Society, Ltd. 

Saltburn.—Tenders to be invited by U.D.C. for % 
houses, Irvin-av. area. Surveyor, W. R. Ellis, Coun- 
ci: Offices, Saltburn. 

,Seaham.—L. G. Mouche) & Partners, 9. Ellison- 
p:., Newcastle-on-Tyne, have been reappointed con- 
py Beg my by U.D.C. for revived scheme for 
br.dge over Clara-st. level crossing. 
Shefheld.—T.C. to lease sites, Shepherd-st., 
Meadow-st., etc., to Wm. Ridgway & Sons, Ltd... 
for erection of factory; site at Carlisie-st., to 
Perks, Ltd., for factory; site at Smithfield-st. to 
Rhodes Bros., for a factory; site at Carlisle-st., 
Hallcar-st. and Sorby-st,, to W. A, Wheatcroft, 
for a factory. 

City A. to prepare plans for new office accom- 
modation, Eyre-st,, at £9,897.—T.C. propose altera- 
oo = central ambulance stn., Corporation-st., at 


Skipton.—R.D.C. propose 10 houses at Adding- 
—— = nome = a eight, Grassington ; 
eight, Bradley; eight, Conunley; six, Cowling; six, 
Embsay; six, Salterforth. Ss 

Stanley (Co. Durham).—Tenders to be obtained 
by U.D.C. for converting miners’ hostel at New 
Kyo into housing accommodation to plans by J. R. 
Heslop, Surveyor. 

Todmorden.—Sandholme Iron Co., Ltd., propose 
extensions to premises at Mole Holme. 

_ Warrington.—Rylands Bros., Ltd., propose altera- 
waa pd che 

es.—M.H. has approved bldg. by direct 
labour, by T.C., of 96 houses, at a cost of £104,812. 

, Wigan.—T.C. preparing plans for new occupa- 
tion centre; seek loan of £25,750 for hostel for aged 
at Norley Hall. 
_ Workington.—B.C. approved plans for-—Recep- 
tion room and/or café, guild room, recreation room 
over shop at Vulcans-la. for Workington Beehive 
Co-operative Society, Ltd. Architect, D. A. 
Roberts, 90, Westmorland-rd.. Newcastle-on-Tyne. 


TENDERS 


* Denotes atcepted. 
+t Denotes provisionally accepted. 
t Denotes recommended for acceptance, 
§ Denotes accepted subject to modification. 
q ee accepted by H. M. Government Depart- 
ments. 
Ainmouth.—18 flats at Alnmonth. K. & G. Brown 
= Ltd., Amble, Northumberland. Cost, 


Ashington.—Erection of a drill hall at Asbing- 
ton. Architects, Cackett, Burns Dick & McKellar, 
26, Ellison-pl.. Newcastle: *J. & W. Lowry, Cor. 
poration-st., Newcastle-upon-Tyne, 

P fe meg ———— gf cottage Sate, Ses U.D.C. 
. . . weock, ing-st., g “FE. 
Alleock & Sons, £28,793. _ siege 
.—78 houses at G -la. si < 
“Direct labour, roy reen-la. site, for T.C 
armouth.—Extension to cold store, fb 
W. J. Burton, Ltd. Architects, Olley & Haward, 
eae bor meen Pie ti re & Son, Ltd., 
-W. Contractors, ‘ 
Yarmouth, £4,287. — a 

Great Yarmouth.—Erection of maternity and child 
welfare clinic, Middlegate-st., Great Yarmouth. 
Moe 2a" Ma: PP Geta ac 
Works. Great Yarmouth a re 

reat Ya .—Erection of la: extension f 
C.W.G. Plant and boiler-house of Geaiesten Gan 
Works, for the Eastern Gas Board, Norwich Divi- 
sion. Quantity. Surveyors, Wright & Mason (A.). 
F.R.LCS.. Norwich: *E. Moore & Son, Ltd., B. & 
P.W. Contractors, Lichfield Works. Great Yarmouth. 

Great Yarmouth.—Reconstruction of continental 
warehouse, A.B.C. Wharf. for Great Yarmouth 


Shi ing Co., Ltd. Architect, J. P. Chapin (A.). 


thedral-l., Norwich: *E. Moore & Son, Ltd.. 

B. & P.W. Contractors, Lichfield Works. Great 

Yarmouth. Steelwork by Bou'ton & Paul, Ltd, 
Norwich, £9,000 (approx.). 

Bramhal!l.—16 maisonettes at 

age os for U.D.C.: *Vessey Bros., 


Hebburn-on-Tyne.—Erection of research station 
and test house, for A. Keyrolle & Co., Ltd., Heb- 
burn-on-Tyne. Architects, Cackett, Barns Dick & 
McKellar, 26, Ellison-pl., Newcastle: *A. Ander- 

, ., Stanmore-rd., Newcastle. 

Hendon.—Erection of 142 houses on housing site 
No. 31. Moat Park estate: rge Wimpey & Co.. 
Ltd., 23, Hammersmith-grove, W.6. £211,671. 

Lanos.—Works for C.C.:—Adaptation of Prest- 


- wich Beach House as school clinic. and adaptations 


at Whitefield school clinic: *A. Bradshaw, Prest- 
wich, £5,487. Extensions yee TI) at Crosby jun. 
& inf sch : *Hawthorne Building & Construction 
Co., Ltd., Bootle, £22,116. Erection of Middleton 
Moorclose nursery sch.: *Mr. James Hartley, Chad- 
derton, £11,578. Erection of Eecles Alder’ Park 





viz 


nursery sch.: *Roy & Partners, 25, Cross-st., Man- 
chester, £12,599. Four a classrooms at 
Denton West End jun. & inf. : *J. Ridyard & 
Sons, Lid., Railway Sawmills, Oe tan: under-Lyne, 


— 











FEDERATION OF MASTER BUILDERS 








Eastern Counties :— 


£20,530. 


sch.: 





THE BUILDER 


Jones Madwn, £14,787. Eight at Llandrs- 


tumdwy: *Mr. W. G. ‘Jones, Criccieth, £11,890. 
Eight at Pistyll: *s, ©. Jones, Morfa Nevin, 
12,034 


{London (Air Ministry).—Contracts to value of 
£500 or over for week ended December 16 :— 


Maintenance work: Dudley Coles, Hartley, 


Plymeuth; James Blake, Ltd., Aberdeen. Construc- 
tion work: Nott, Brodie & Co., Ltd., Bristol 1. 
Building work: Scottish Aviation, Ltd., Prestwick. 


R. Hippersen & Son, Ltd., London, E.C.2 
‘Electrical work: Standard Telephone & Cables, 


Iitd., New Southgate, N,11; E. Dyne & Co., Ltd., 
Newmarket. Cables: Scottish Cables, Ltd., Dear- 
i Renfrew; Sterling Cable Co., Lid., Aldermaston, 
Berks. 


London.—British Railways, London Midland 


as follows: Mellowes & Co td., Corporation-st 
Sheffield, for patent glazing to Cricklewood 
carriage shed roof; Robertson Building Service, 
Wolverhampton Corrugated Iron Co., Ltd., Elles- 
T b ears mere La Wirral, coe Sone, Acme Weare 

to Cricklewood carriage sh rno narrocks 
wenty ranches in the Ltd., 229, Spotland-rd., Rochdale. Lancs, labour for 
cleaning and painting of Rochdale passenger and 
goods stations; Wellerman Bros., Ltd., Dun-st., 
eSheffield, 3, resurfacing of decks and alteration to 
cart bays, Corkicle Preston-st. goods shed; Holst 


rea] é h 7, ] 
NATIONAL MEMBERSHIP OVER 10,000 = | as “ioitjws" Meliowes & Co.. Lid... Corporation-st, 


Bedford Berkhamsted & Co., Ltd., Netherfield, Berkhamsted, Herts, 
Cc b ‘ Cc i d ye pig Racer — roof, gt ge be — bay; 
dge nve sian arter Horseley (Engineers), Ltd., Carlton House, 

— chee Jesmond-rd., Newcastle-upon-Tyne, 2, demolition 


of roof at Manchester, Victoria; Redpath Brown & 
Clacton-on-Sea Colchester Co., Trafford Park, Manchester, 17, supply, delivery 
and erection of steelwork, Liverpool Brunswick Dock 





East Herts. Gt. Yarmouth 





Ipswich Kettering 
Lowestoft Luton 

Norwich Peterborough 
Rayleigh Rushden 
Sheringham Southend-on-Sea 
Spalding Wellingborough 





ANNUAL SUBSCRIPTION 
£4.4. 0. 
Prompt and efficient assistance for 
any Member in difficulty. Periodic 
Bulletins giving vital information: 





Apply to:— 
G. M. WILLIS, Regional Secretary 
53, HILLS ROAD, CAMBRIDGE 
Tel. Cambridge 57401 























STEEL- CRETE 


SUPER-HARD DUSTLESS SURFACES 
HAVE BANISHED ALL TROUBLES 
WITH OLD OR NEW 


FLOORS 


inspect one that as withstood 


HEAVY TRUCKING FOR 25 YEARS 


and consuit 


STEEL-CRETE LTD. 


Savey House, 115/116. Strand, London, W.C.2 
Tel.: TEMple Bar 5621 














9 e 
Boyle’s -.rvz- Ventilator 
OVER TWO MILLION IN USE 


ROBERT BOYLE & SON 


VENTILATING ENGINEERS 
98, HERRIES STREET, KILBURN LANE, W.10 
Tel.: LADbroke 2879 














Erection of Mossley Micklehurst nursery 
*Roy & Partners, Ltd., Manchester, £13,008. 
Liverpool.—Works for corporation :—54 flats at 
Allerton: *Hibberts (Builders), Ltd., £95,581. 78 
flats in Smithdown-la.: *Albert Bros., £128,072. 
Eight houses and 31 garages at Cantril Hall Farm 
estate: *Mr. F. Gatley, £19,347. 
Lieyn.—Houses for R.D.C.:—10 at Dinas: *Mr. 
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railhead depot; H. Heywood & Co., Lid., per 
hall Works, Huddenhert patent glazing, 
cambe (Promenade) station roof. 

Lowestoft.—Erection of New Junior School, St. 
eae oe for East Suffolk C.C. Architect, 

J. Symecox (F.), County A., Ipswich. Quantity 
| rte Parmenter, Caston & Porr.tt, Queen-st., 
Ipswich : *E. Moore & Son, Ltd., Building & Public 
Works Contractors,. Lichfield Works, Great Yar- 
mouth £51,026. 

Macclesfield.—Erection of cty. prim. gch., 
Broken Cross, for Cheshire E.C.: *H. Rochford, 
Ltd., Gawsworth, Macclesfield, £47,202. 

Manchester.—Rebuilding of shops and offices at 
St. Anns-sq., Manchester, for Manchester Com- 
mercial Building Co., Ltd.: *Moston Brick & Build- 
ing (o., Ltd., Kenyon-la., Collyhurst, Manchester. 

Middleton.—12 houses at Furness-rd., for B.C.: 
*Master Builders’ Federation, Middleton, £13,733. 

Newcastle-upon-Tyne.—Erection of a shopping 
cen.re on the Montague housing estate: *R. Bowey 
& Son, Ltd., Back Raby-st.. Newcastle, £40,000. 

Newton Aycliffe (Co. Durham),—Housing cop- 
tracts let by the Aycliffe Development Corporation 
to plans by the Grenfell Ba:nes Group, Simpasture, 
Newton Ayciiffe:—11 houses: *W. Porteous & Sons, 
Darlington, £15,691; 60 houses: *R. Blackett & 
Sons, Darii ington, £83,246: and 19 houses in “ Dri- 
crete” construction: *Edgar Lawson, Ltd., Darling- 
ton, ul. 

Nottingham. —Extensions to. Daybrook Brewery, 
for Home Brewery Co., Ltd.: *W. J. Simms, Son & 
Cooke, Ltd., Haydn- rd., Raisagheak 

Rothbury.—Erection of 10 houses at Longfram- 

‘ington for R.D.C.: *Haverys Contractors, -Ltd., 
The Side, Newcastle-on-Tyne. 
* Sheffield.—Houses for T.C.:—16 and 32 flats at 
Bowden estate: *W. IL. Simpson, Ltd., £47,942. 
78 and 14 terrace houses: *M. J. Gleeson, Ltd., 
£115.484. 74: *Redmile & Poole, Ltd., £91,974. 10 
at Basegreen estate: *Curtis Redmile & Son, 
212.514. Six at Manor Park estate: *Seymour 
Bros., £8,124. Six at Woodthorpe extension: *Red- 
mile & Poole, Ltd., £7,897. (All of Sheffield.) Phase 
JI of Totley Hall Training College: *Direct Labour, 
£198,291. 

Swansea.—44 houses at Penlan: *Bennett Bros., 
Ltd., £64,981. 
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= : CORBULIN is a permanent damp- 
proof flooring for concrete surfaces. 
It may be fitted on new or existing 
concrete floors. 


CORBULIN is a combination of 
natural products, cork, linseed oil, 
resin and gum blended together to 
form a hardwearing resilient flooring 
which will endure years of daily use. 
The bituminous backing is an 
effective safeguard against moisture 
from the screeded concrete. 


CORBULIN CONTRACTS INCLUDE... 


EDMUNDSEN ELECTRIC CORPORATION 
POWER STATIONS 
1.C.1. NORTHWICK 
UNIVERSITY COLLEGE HOSPITAL 
SCHOOL CLASS ROOMS 
KENT COUNTY COUNCIL 
LONDON COUNTY COUNCIL 
MIDDLESEX COUNTY COUNCIL 
MARIE CURIE HOSPITAL 
RESEARCH LABORATORIES —~ 
GLAXO : ALLEN & HANBURY 



































AVERTON MILLS 
GRANTHAM HOUSING ESTATE 
ROYAL GUNPOWDER FACTORY 
AND MANY, MANY OTHERS 


FOR WORK OF NATIONAL IMPORTANCE 






RING MUSEUM 1471 
Coved skirtings can be formed in Corbulin 
provided a backing of a suitable radius is 
used. Such a backing may be formed in 


cement or wood and should be recessed so CORBULIN 


that the Corbulin finishes flush with the DAMP - PROOF FLOORING 
FOR CONCRETE SURFACES 


face of the plaster. 
CORBULIN LTD (Associated Co of CATESBYS LD)64/67 TOTTENHAM Ct Rd LONDON.W.I 














COMPARABLE TYPE 
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THE tow ROOF VENTILATOR WITH’ THE HIGH PERFORMANCE S€4IME STACK -~- SME POWER 

it 

H | THE LATEST DEVELOPMENT 

i}} IN ROOF VENTILATION = = 
1} ‘ = + 
|| FEATURING THESE ADVANTAGES i s = 
1 { | “LOWLINE = 2 















== 
1} @ LOW HEIGHT—Unobtrusive L = MECHAVENT —Ef) 
1] e@ LOW WEIGHT —Suitable for ze : 
light roofs — easily handled 
® HIGH PERFORMANCE 
@ HIGH DEGREE of weather 
resistance — Monsoon-proof 
® CONTINUOUS OPERATION 
® ADVANCED MODERN DESIGN 


jis 























i The strikingly low appearance is only one of the many distinctive features of this entirely new and extremely efficient ; 
i extractor. Of scientifically advanced design, the *‘ LOWLINE MECHAVENT "’ provides powerful mechanical exhaust | 
| action for a modest current consumption, and is unaffected by winds of high velocities. Even with current switched off i 
| this remarkable extractor continues to give an excellent performance as a natural ventilator. .Available for flat, ridge or i 
sloping roof mounting in stack diameters of 10}”, 133”, 164”, 194” and 253”, the ‘‘ LOWLINE MECHAVENT "’ represents ; 
a notable achievement in roof ventilator design. | 
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COOKERS, RANGES 


we ee 
ae 


ig ———— 


HEATING APPLIANCES TANKS, CISTERNS & CYLINDERS 





DELIVERED BY ROAD TO DESTINATIONS WITHIN 
OUR CUSTOMARY FREE DELIVERY AREA or further 
afield by arrangement. 


25,000 Sheets Imported Hardboard: 
#* thick x 5' 3" wide x 8' and 10! long. 
#* thick x 4' wide x 12! long. 
3416" x 4' wide x 10' and 12' long. 
2,000 Sheets Home Produced Hardboard: 
3}16" thick x 4' x 12! long. 
3" thick Medium Hardboard x 4' wide x 8! long. 
20,000 Sheets Imported Insulation Board: ‘ VE oom 
4" thick x 4' wide x 8', 10' and 12! long. J 1 CN 
5/16" x 4' wide x 8! long. ae : » 
500 Domestic Botlers in vitreous enamel finishes, assorted 
sizes and types, in grey mottled and cream and black 
i 


WALLBOARDS, PLASTER - ar 
BOARDS, ASBESTOS SHEETS etc. ~y | 


BATHROOM EQUIPMENT 


enamel. 
500 Wall and floor type Radiators in assorted sizes. 
4,000 6ft. lengths 4" Coated Soil Pipe with ears. ; 
500 6ft. lengths 2" Coated Soil Pipe without ears. E } ~~ 
500 6ft. lengths 4" Cast Iron Rainwater Pipe with ears. Wi at 
500 6ft. lengths 4" Cast Iron Rainwater Pipe without ears. ai ee a 
10,000 4", 34", 2" and 1" coated soid fittings, comprising, Bends, 
Branches, Junctions, Swannecks, etc. 
4,000 Sheets Corrugated Perspex 48" to 74" in profiles to suit 
873" Corrugated tron Standard, 3" Corrugated Asbestos, 
Big Six and Super Six Asbestos. 
10,000 6H. tengths 14 gauge Painted Red Oxide Steel H.R. 
Gutters in 4", 43", 5" and 6". 


OcKS 
‘ieee | WALLBOARDS 
H 
poTH ald -z (AA og 
were, BS pesteietio, 


{INSULATION 
LAMINATED PROMPT DELIVERY 


BOARD ASSURED 


STANDARD RANGE & FOUNDRY 


LTD. WATFORD 
TELEPHONE: WATFORD 2261 (6 lines) . 2S t.ite70: } TELEGRAMS: “STANDARD,” WATFORD 


STOCKHOLDERS AND DISTRIBUTORS OF 


SANITARYWARE HEATING STOVES BOILERS RADIATORS RANGES COOKERS FIREPLACES CASTINGS STEELW 

FENCING GUTTERS & PIPES BOLTS NAILS & SCREWS ARCHITECTURAL & BUILDERS’ IRONMONGERY WALLBOARDS 
ASSESTOS GOODS GLASS DECORATORS’ MATERIALS TANKS CYLINDERS & CISTERNS PLUMBERS’ BRASSFOUNDRY 
LEAD TUBES & FITTINGS WALL & FLOOR TILES DOORS & GATES ENGINEERS’ & CONTRACTORS’ TOOLS 


URINALS, LAVATORY BASINS 
DECORATORS MATERIALS 

















A 
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Yorkshire Copper Works, 
Stourton, near Leeds 
(Radiant Heating. in 





KISOL 


VERMICULITE CONCRETE ROOFING SCREED 


for FACTORIES 


COMBINES LIGHT WEIGHT WITH HIGH INSULATION VALUE AT VERY LOW COST 





“Kisol” Vermiculite is prepared from a mineral of mica-like appearance 
mined from high grade deposits in South Africa. When heated above 
1,000°F, this has the property of expanding and exfoliating from thin 
plates to worm-like piles. The result is a light-weight, chemically inert 
and genuinely fire-proof substance of high insulation value. 

“Kisol” Vermiculite is odourless and a non-conductor of electricity, 
highly acid-resisting and will not promote fungus growth as do organic 
insulations. 

“Kisol” Vermiculite light-weight insulating concrete is ideal for roof and 
floor insulation ; 1 inch has the equivalent insulating value of 15 inches 
of ordinary concrete. 

For customers’ convenience, we supply a ready-mixed Cement and 
Vermiculite Aggregate which simply requires to be mixed with the 
requisite quantity of gauging water. 


Gertiewens.. 


“Kisol” Vermiculite Concrete 
is esteemed by contractors, because its absence 
of joints and low temperature-movement make it an 
ideal base for the final waterproofing. 

















WILLIAM KENY LIMITED 


INSULATIO ENGINEERS 
DUKINFIELD ; CHESHIRE 
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Announcing .....a complete range of 


é“ orkshire ; 
FITTINGS 








for hot and cold water, gas, waste, heating, 


sanitation, steam and engineering services 


STANDARD 
FITTINGS 


SPECIAL SOLDER 
FITTINGS 


Ss iann & 


FITTINGS 


FITTINGS FOR USE 
WITH FRACTIONAL 
O/D SIZE TUBES 


HIGH. DUTY 
FITTINGS 





“Yorkshire” Standard Fittings are made in a wide range of types 
and sizes up to 2%” and include Waste Fittings, Stopcocks and 
Valves. They can be DESPATCHED PROMPTLY to meet the 


requirements of every contract. 


These fittings incorporate a special tin-silver solder ring and are 
supplied for STEAM SERVICES up to a pressure of 75|bs. per 
sq. inch and for REFRIGERATION work where temperatures below 
zero are encountered. 


Specially designed for 3” and 4” copper pipelines. They are 
capillary fittings employing tapered sockets in conjunction with 
tinned wedge-shaped rings, and are used particularly for HEATING 
AND HOT WATER SERVICES. 


Made in our Standard and Special Solder types for use with 
Fractional O/D Size Tubes for CALOR GAS INSTALLATIONS, 
REFRIGERATION AND GENERAL ENGINEERING | PIPELINES. 


These fittings incorporate a ‘silver-brazing alloy ring and are 
designed for PIPELINES OPERATING AT HIGH PRESSURES 
AND/OR TEMPERATURES. 


Full particulars of the above fittings will be sent on request 


VORKSHIRE COPPER WORKS 


LIMITED 


LEEDS 


AND BARRHEAD, SCOTLAND 




















6 SUPPLEMENT THE BUILDER December 29 1950 





THE 


BUILDERS 
ACCIDENT 


Ree: YW, fed = 


LTD 































rae am 
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A MUTUAL ASSOCIATION 


Established in 1881 by Builders. to cover Employers in the Building, Civil 
Engineering and Allied Trades against their liability for Accidents to 
Employees and the Public. 


The Workmen’s Compensation Acts are repealed. The Employer's liability 
to workmen at Common Law is greater. The increased liability is fully 
covered by the Association’s policies on advantageous terms. 


Any surplus on the year’s working is shared 
by Policyholders as a rebate on renewal. 


DIRECTORS : 

Sir GEORGE M. BURT (John Mowlem & Co., Ltd.}, London (Chairman). 
CLIFFORD C. TROLLOPE, Esq. (Trollope & Colls, Ltd.), London (Deputy Chairman). 
A. H. ADAMSON, Esq., O.B.E. (T. H. Adamson & Sons), London. 
ALFRED CHIVERS, Esq., O.B.E. (W. E. Chivers & Sons, Ltd.), Devizes. 
Lieut.-Colonel W. W. DOVE, C.B.E., T.D., DL, F.S.A. (Dove Brothers, Ltd.), London. 
H. B. KERR, Esq., M.C., J.P. (James Carmichael (Contractors) Ltd.), London. 
Wm. NICHOLSON, Esq. (W. Nicholson & Son (Leeds), Ltd.), Leeds. 
W. W. SAPCOTE, Esq. (Wm. Sapcote & Sons, Ltd.), Birmingham. 
Major F. A. WALLIS, O.B.E., M.C. (G. E. Wallis & Sons, Ltd.), London. 

SECRETARY: R. G. THOMSON, A.C.LI. 


Registered Office: 31 & 32, BEDFORD STREET, STRAND, LONDON, W.C.2 


Rates and Full Particulars on Application to the Secretary. 
Telegrams: SCAFFOLD, LESQUARE, LONDON. Telephone: TEMPLE BAR 4122. 


MeoeenVES  EACEE DD £70 Dao 
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LIGNATEX 
HARDBOARD 





















available 


Now 


Full particulars from: 


BOWATERS BUILDING BOARDS LIMITED 


or their Distributors 


Harewood House, Hanover Square, London, W.1. 
Tel: MAYfair 9266 





Issued by ASSOCIATED BOW ATER INDUSTRIES LIMITED, a member of the Bowater Organisation 
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@ 3 Essential Services from one source 
@ Continuous Burning Day and Night 
@ Hot Water in Constant Supply 
@ Spacious, Evenly Heated Ovens 
@ Approved by the Ministry of Health 


Burning night and day continuously i 
required, the Triplex 38C.F. grate will 
give reliable service and is strongly 
recommended for Housing « Schemes. 
All front castings are finished in best 
quality Black, Shaded Green or Biscuit 
— mottle Porcelain Enamel for ease of 
cleaning. 









Write for full detaits:— 


TRIPLEX FOUNDRY LTD. 
GREAT BRIDGE - STAFFS 
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hls CA 


LIGHTWEIGHT EXPANDED CLAY AGGREGATE 


For ten years LECA has been produced in 





Denmark; it has been used with outstand- 

ing success for many ieneiies in domestic, 

industrial and agricultural building. 

LECA will shortly be manufactured at 

West Thurrock, Essex, and will be an 

addition to the Blue Circle Range of 

Products. 

LECA is the only Lightweight Expanded 

Clay Aggregate which incorporates all the following features :— 


1) Lightweight (from 17 Ibs. per cubic footaccording 
to grading.) 


2) High strength-to-weight ratio. 
3) Exceptional thermal insulation qualities. 
4) Good sound insulation properties. 


5) Freedom from deleterious substances (sulphur 
etc.) . 


6) Low handling and Transport cost. 
7) Variety of application to all types of Building. 


8) Elimination of capillary moisture movement. 








L A 




















Full details will be sent on application to: 


THE CEMENT MARKETING COMPANY 
Portland House, Tothill Street, S.W.I. 
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MARTYN 
BITUMINOUS FLOORS 


ofter many advantages ees 


One of the main features of Martyn Bituminous flooring is its 
resiliency, a quality which enables it to stand up to the heaviest 
craffic conditions and to any amount of vibration. In fact, the 
flooring actually improves with wear, becoming more com- 
pact; marks and indentations which may appear when the 
floor is first laid, soon work out with use. Martyn Bituminous 
flooring ts damp-proof, dust-proof, ductile, warm and noiseless 
to the feet ; resistant to fire and to change of temperature ; 
completely odourless at all stages. The floor can be laid direct 
on to a clean concrete base without screeding. The colours 
available are black, dark red, middle red and dark brown. 


BRUCE MARTYN 


PICCADILLY HOUSE, REGENT ST,, S.W.1. 


INDUSTRIAL FLOORING PROBLEMS 


Our Technical Staff are always ready to advise on your problems 


SPECIALISTS IN INDUSTRIAL FLOORING 


December 29 1950 








INDUSTRIAL FLOORING 
LAID FOR 
Messrs. J. Miller Ltd. 
Chiswick Mall, London, W.4 


Consulting Engineers: 






Sir Alexander Gibb & Partners 


OTHER CONTRACTS 
INCLUDE:— 

JOINERY WORKS 
ENGINEERING WORKS 
PRINTING WORKS 
BAKERIES 

SHOP FITTING WORKS 
CANTEENS 

OFFICES, ETC. 


LIMITED =| 


PHONE: REGENT 6296/7 
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Again available 
WARERITE STRUCTURAL BOARD 
a material with many uses 





22. 


@ WARERITE VENEERED BOARD, well- 
known before the war, is back again. 
e A structural material in its own right, 
it has unusual strength and rigidity. 
e There are several thicknesses suitable 


for partitions, bulkheads, flush doors 


@Panels and shapes are supplied to 
customers’ specifications. 

© WARERITE VENEERED BOARD is ideal 
where hygiene, ease of cleaning and low 
maintenance costs are vital. 

© Wall surfaces in food shops, kitchens 


and wall linings. as and bathrooms are obvious examples. 


WA 





LICENCE FREE 


Write for further particulars and samples: 


RERIT, 


TRADE MARK 








LAMINATED PLASTICS MADE BY 


WARERITE LTD. WARE, HERTS 
UNIT OF BAKELITE LIMITED 


GRAMS: WARERITE, WARE - PHONE: WARE 502 
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RECESSED CURTAIN RUNWAY 
‘Ruffiette’ brand Recessed Curtain Runway isa permanent 
and integral part of building construction. It is inexpen- 
sive and simple to fit into wood, plastered or fair-faced 
concrete lintels. The runway is held rigidly in position 








by a patent spring clip without screws and is a concealed 


THE BUILDER 





SPECIFY ‘Rufflette’ CURTAIN SUSPENSION SYSTEMS 


FOR WOOD OR FAIR-FACED CONCRETE 





ING . 


SPRL SHOWING SPRING 8 
BRACKET CLIP. In 


POSITION IN WOOO 
FAIR-FACEO CONCRETE. 


FOR PLASTERED CONCRETE LINTELS 





: STEEL CHANNEL 
. STRIP FOR PLASTERED 
CONCRETE. 


















9 
‘Rufflette’.... 
B/L CURTAIN RUNWAY 
This runway has been specially designed for wood frame 
windows. The construction is of heavy extruded brass, 
with top or face fixing brackets made specially for quick 
fitting and is therefore a valuable time-saving device. 
For strength, durability. and easy running specify 
©Ruffiette’ brand B/L Curtain Runway. - 














‘Ruffl ette’...: 
M SERIES RUNWAY FOR METAL WINDOWS 


The special feature of this runway is the use of extension 
supports from the main runway for the valance and net 
curtain rails ; this reduces the number of main supports 
meeded and minimises drilling. ‘ Rufflette’ brand M 
Series Curtain Runway can be fitted to any shape window 
straight or curved. The ‘Rufflette’ M Series Curtain 
Runway is specially designed for quick and easy fitting 
to metal windows. 








ee tan 
Ruente 


ae 
ano ST09 












CORD CONTROLLED 
CURTAIN BUNWAY 








BACTORIES: Manchester, Wythenshawe, Fali River, Mass., U.S.A. 











Also ct BRITISH EMPIRE BUILDING, NEW YORK CITY, and 75, VICTORIA SQUARE, MONTREAL 


‘Rufflette’.... 
CORD CONTROLLED CURTAIN RUNWAY 


For smooth and trouble-free operation the ‘ Rifflette’ 
brand Cord Controlled Curtain Runway is recommended 
for use in large establishments such as hotels, residences 
and offices whefe curtains receive constant usage. It is 
of simple cozstruction and quickly fitted without dis- 
mantling. ‘ Ruffiette’ brand Cord Controlled Curtain 
Runway will fit all straight windows. 


‘Rufflette’.... 


MANUFACTURED BY THOMAS FRENCH & SONS LTD., CHESTER ROAD, MANCHESTER I5 


LONDON OFFICE : 156-162 Oxford Street, W.1 
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ESCALATORS 
LIFTS 


for Passengers, 
Goods and Service 


BY 

J. & E. HALL 
LIMITEO 

aoa ms +t + O RD KE AN 


LONDON OFFICE 
10, ST) SWITHIN'S (ANE, Se oe 
4 
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“TWIN 
INFORMATION 
SERIES 

No. 3 





=~... obtained by an 
INDEPENDENT AUTHORITY 


Obtained independently by one of the largest housing 
authorities in the Country, these figures prove the 
efficiency of the design of the Charlton ‘Twin’. In five 
representative households a complete hot water service was 
enjoyed without any labour or coal-carrying, without dirt 
or fumes, and at a minimum installation charge, for a 

““ We need lots running cost between 1/6 and 3/- per week. The figures 
of hot water.” are given in detail in Publication HD 20—may we send 


you a copy? 


RITISH NATIONAL ELECTRICS LTD. 


CENT THE DOMESTIC APPLIANCES SECTION OF 
GF oF sonnson pairs x0. / JOHNSON & PHILLIPS LTD. 


‘eee = NEWARTHILL - MOTHERWELL - SCOTLAND. 
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GLASGOW 


BELFAST 


CARDIFF 


* 
NEWCASTLE 


WEOGE)|m 
invisigis oe 


@ MANCHESTER 


BIRMINGHAM 
® 


* 
BRISTOL 


SOUTHAMPTON ae 


yas 
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~ 
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Pxéri No 519406 


ROMFORD “4 


LONDON * Ss 
fe] 


s* 


CROYDON» o | 
MAIDSTONE® e 


FOLKESTONE 


— 


~~ ~~ 





ANDERSON CONSTRUCTION CO. LTD. 


CLIFTON HOUSE, EUSTON ROAD, LONDON, N.W.1 


CONTRACTING AGENTS: 

BELFAST—Smyth Mills Ltd., 80, Duncrue Street. 
BIRMINGHAM—Rudders & Paynes, Ltd., Aston. 
BRIGHTON—Hall &Co., Ltd., DavigdorRd., Hove. 


BRISTOL—Hall & Co., Ltd., Halifax House, 
St. Augustine’s Parade, 1. 


CARDIFF—John Bland & Co. Ltd., East Moors. 
CROYDON—Hall & Co., Ltd., Victoria Wharf. 
DUBLIN—P AND I Ltd., 16, Christchurch Place. 
FOLKESTONE—Hall &Co., Ltd., JunctiorStation. 


GLASGOW—W. Gibson & Co. Ltd., 


St. James Street, Paisley. 


EUSTON 7465 


MAIDSTONE—Hall & Co., Ltd., Canning Street. 
MANCHESTER-—Beaumonts (Manchester) Ltd., 
Victoria Park. 
NEWCASTLE-UPON-TYNE—Wm. Gibson &Co., 
(Builders) Ltd., 19, Baltic Chambers, Quayside. 
ROMFORD—Hall & Co., Ltd., Manor Road 

SOUTHAMPTON-—Jenkins & Sons, Ltd., 
76, The Hundred, Romsey, Hants. 
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Why the bucket stuck 


What other article in daily, universal use gets the rough treatment meted out 
to the humble bucket ? Have you ever thought why the bucket which served you 
so many years, stood up so well to the knocking about it received ? The answer 
is a simple one — 

Hot-Dip Galvanizing. The entire bucket was dipped, after manufacture, into a 
bath of molten zinc, then slowly withdrawn. Result—a protective, non-corrosive 
coating which added years to the life of the bucket. 

An even more thorough process of Hot-Dip Galvanizing is applied to CRITTALL 
METAL WINDOWS to give them an exceptionally long life of useful service, 


with greatly reduced maintenance costs. 


CRITTALL 


HOT-DIP GALVANIZED 


WINDOWS 


THE CRITTALL MANUFACTURING CO. LTD., BRAINTREE, ESSEX 
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AVAILABLE 


IDIBANL IDOOLBS 
Co 


MADE IN THE SAME FACTORY 
AS THE WELL KNOWN 


BRITCO 


DOORS 


Apply through your local door merchant 
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The Theseum, Athens 


The stately Theseum at Athens, one of the best 
preserved relics of Ancient Greece, is a classical and 
enduring example of the magnificence of architecture in 
stone. Today, Girlingstone is held to be the unsur- 
passed building medium. 






































NEW COURT, CIRCUS ROAD 
ST. JOHN’S WOOD 








Architects: 
Messrs. WIMPERIS, SIMPSON 
& GUTHERIE, F.F.R.1.B.A. 






































GIRLINGSTONE 


Ghee Woden Clatite tn Upatowsy, 





GIRLINGSTONE 
SOUTH: GREAT WEST ROAD, FELTHAM, MIDDLESEX. Tel: HOUnslow 1158-9 
— MIDLANDS: ROTHWELL, LEEDS. Tel: Rothwell 3174 (Leeds extension) 
Ferro-Concrete Work 9 SCOTLAND: KIRKINTILLOCH, GLASGOW. Tel: Kirkintilloch 2244-5 





Newcastle and District Agents: Messrs. Archie Armstrong Ltd.,; Northumpria House, 
Portland Terrace, Jesmond, Newcastle-upon-Tyne. Telephone : Jesmond 1892 
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— CHEAPEST IN THE, 


“Matobar” welded steel fabric re- 
inforcement was used in the laying 
of Queens Road, Yardley, Nr. 
Birmingham, the site shown in the 
photograph. 

Engineer: H. J. Manzoni, .C.B.E., 
M.Inst.C.E., City Engineer & Surveyor, 
Birmingham. 

Contractor: Robert M. Douglas 
(Contractors) Ltd., Birmingham. 








SHEFFIELD and at LONDON 
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HIGH 
PRIORITY 
Jor EXPORT 








“THAT NEW 250 FOOT RUN OF 


PARTITIONING IS STEEL... 


BY Sankey-Sheldon 


—OF COURSE” 
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He's tiffeen fimes 
fhe man... 


ELEGTRIG BENGH GRINDER 


For every minute he spends at the B & D Bench "a 
Grinder he used to spend fifteen with hand tools! % wesha henge tanae of _— 
Research Engineers timed him... sharpening tools, SANDERS - SAWS + DRILLS + GRINDERS 


smoothing and shaping metal stock . . . cleaning HAMMERS - SCREWDRIVERS ETC. AND 
ELECTRIC BENCH GRINDERS 





up castings, removing rust and corrosion with the 
wire wheel brush! This superb machine, with its 
smooth, powerful action, leaves him valuable time 
for other jobs. Sizes: 6in., 7in., 8in. and 10in. 








with various mountings. 


The first choice of craftsmen the world over 


BLACK & DECKER LIMITED DEPT. TS HARMONDSWORTH MIDDLESEX 


Phone: West Drayton 2681/7 Grams: Blacdeck, West Drayton be 
LONDON - BIRMINGHAM - BRISTOL - GLASGOW - LEEDS - MANCHESTER - NEWCASTLE - MOTTINGHAN 
4s. 
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GB. -does the job! Wy XY IR 


IT’S THE SERVICE THAT COUNTS because money, time and 
worry are saved by using the SGB HIRE CONTRACT SERVICE. 


They supply all materials, labour and transport; erect 


and dismantle just whenever you wish. Get an SGB 
HIRE CONTRACT quotation for your next scaffolding 
job — it pays dividends. 


SCAFFOLDING (GREAT BRITAIN) LIMITED 
MITCHAM, SURREY 


Telephone: MITCHAM 3400 (18 lines) Telegrams : SCAFCO, MITCHAM 


Branches at: ABERDEEN * BIRMINGHAM * BOURNEMOUTH « BRIGHTON * BRISTOL 
CAMBRIDGE * CARDIFF * DOVER’ DUBLIN: DUNDEE * EDINBURGH *« EXETER * GLASGOW 
HULL * LEEDS * LIVERPOOL * MANCHESTER * NEWCASTLE * NOTTINGHAM * OXFORD 
PLYMOUTH * PORTSMOUTH * SOUTHAMPTON + STOKE-ON-TRENT * SWANSEA 


A detsiled list of SGB Branch addresses will be sent immediately upen request. 


Vi —rhe crvigtealrs “i07 vo Tila scafoléing [ 
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The popularity of the smallest Ideal Domestic Boiler 

—the No. 0-DA—needs no stressing. Now this tamous little 
boiler is better than ever, for the new model—the No. 0-DB— 
features several improvements. 

The No. 0-DB has better draught control and there is now 
no projecting ashtray. Any ash or small fuel passing through 
the hob bar falls directly into the larger and more effective 
ashpan. The size and position of tappings, smoke outlet and 
clean-out cover, as well as the ample firepot, remain unaltered. 

Write for particulars of this No. 0-DB Ideal Domestic Boiler 
—the standard for all small houses. 


No. 0-DB IDEAL DOMESTIC BOILER 


|DEAL- Standard IDEAL BOILERS & RADIATORS LTD., IDEAL WORKS, HULL 
DEAL 


ment 





Pr for heating and sanitory equip 
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gies. | Britains best brushes 


ARE : 
Briton's 
WE are too proud of our hard-won reputation to hazard 
it by using anything but the finest raw materials. 

Specialised experience built up over two hundred years 
in the hands of craftsmen using modern machinery—miracu- 
By lous in its performance—leaves nothing to be desired in an 
HH anmns Het ous in its perio in any 

bi single one of our finished products. 


~EREE eee 
hath — th 


igh output depends on - i 
High . P P smooth ries Briton Brushes have the finest bristles in the world in 
machinery and healthy employees. Dusty & generous volume for their intended purpose. Hand- 
° graded and specially blended to suit each particular type, 
floors can seriously affect both these Soy cdrunt andadk cients eenbas toa 


factors. By specifying Lillington’s No. 5 drag 

Metallic Liquid _ safeguard fase staff Briton Brushes are so made that it is virtually im- 
and start production figures on an up- & possible for the bristles to fall out, thus saving time and 
ward climb temper on the job. . 


each one well balanced and smooth to the hand, thus 
ensuring maximum comfort when working. 


No. 5 Metallic Liquid ensures an 4 Briton Brushes have handles shaped by experience— 


exceptionally hard and dustproof floor. 
Powerful penetration is the secret—it 
gets deep down into the concrete, pro- 
tecting it not only from dust but also 
from oil and chemical attack. More- 
over, No. 5 Metallic Liquid dries quickly. 
Floors treated overnight are dry and 
fully serviceable next morning. Easily 
applied by unskilled labour. 


Price: From 7/- per gal. (according to quantity) : 
The bristles in Briton Wall 


Write for Booklet D Brushes are straightened and dressed 
I to ensure perfection in work, and whilst 


every brush is hand-finished, the price 
range covers every demand. 


GEORGE LILLINGTON & CO. LTD. 


5-7, LONDON BRIDGE STREET, LONDON, S.E.1 DON’T ORDER FROM THIS. Ask your builders’ or decorators’ 
PHONE: HOP 0234/5 merchant to show you the full range, or write to us for coloured 
and for Scotiand: 27, HAMILTON ST., GREENOCK, SCOTLAND catalogue showing all types of brushes necessary to the trade. 


Briton 


WALL BRUSHES 


THE BRITON BRUSH CO. LTD.- Wymondham» NORFOLK 
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“ ..@ valuable addition to me 
wry restricted working space... 








New Passenger Terminal, 
Ocean Dock, Southampton. 
16,616 square yards of Bison 
Precast Floors were used. 





BISON earns a tribute from 


“The Engineer” 


The following is an extract from the report, published in “The 
Engineer” on August 4th, of the Ocean Terminal Dock, 
Southampton: 

The upper floors throughout the building are constructed in 
precast reinforced concrete hollow “Bison” flooring units, 
supported on shelf angles attached to the webs of the main and 
secondary R.S.J. floor beams, a method of construction which 


achieved considerable economy in shuttering and also facilitated 
a very rapid completion of the first floor, thereby providing a 
valuable addition to the very restricted working space at an 
early stage in the job. 

Have you considered Bison for your own contract? Our five 
strategically located factories meet the requirements for any job 
large or small. 





CONCRETE 


SPEED AND STRENGTH PRECAST 


LIiMIteob 


FLOOR SPECIALISTS SiIncCE 1918 





LONDON—Hounslow 0171 
FALKIRK—Falkirk 1585 


LICHFIELD—Lichfield 3078 


LEEDS—Leeds 75421 
EDINBURGH—Craiglockhart 1729 
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HEATING EQUIPMENT... 


As the counterpart of their up-to-date boilers for central heating, Crane 
provide, in a practical range of sizes, radiators that meet any space-heating 
requirement. Their design, following modern trends and providing’ 
clean-cut, tasteful lines, pays regard to hygiene by eliminating inaccess- 
ible traps for pests and dust. Yet in no way has efficiency and strength 
been sacrificed to appearance, the metal used being 
carefully chosen and critically tested to ensure 
adequate and consistent wall thickness. 

This modern design extends to every feature, including 
the radiator valves, of which Type No. D.2o1 illustrated 
is an excellent example. It is supplied in matt, polished 
or chromium plated: finish. 






“enc 


es 
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The Crane 53" 
Hospital Radiator, 
eminently suitable for 

schools, combines _good 
appearance with great 
; efficiency. It is designed for 
situations where scrupulous Part of the foundry in which the radiator moulds are formed. Photo- 
cleanliness is the first consideration. graph shows cores being placed in position. 








eelte ule wee __ i plana cee 
Testing the radiators for watertightness at pressure. 


CRANE 


BOILERS AND RADIATORS 











CRANE LTD., 45-51 LEMAN STREET, LONDON, E.1. Works: IPSWICH 


BRANCHES: BIRMINGHAM, BRENTFORD, BRISTOL, GLASGOW, MANCHESTER 
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INFORMATION SHEET ON , 


SEALANTONE LIQUID COLOURS FOR CEMENT 


When simply mixed with the gauging water, will do all 
: this in one operation 


‘COLOUR - 
HARDEN 
& DUSTPROOF 


100%, Uniformity 

Deleterious effect upon Cement 
INCREASE Water, Oil & Grease Resistance 
MINIMISE Efflorescence 


INCREASE TENSILE & CRUSHING STRENGTH 
NON - TOXIC & NON - POISONOUS 
SIMPLE & CLEAN IN USE 


Obtainable in 15 shades all colours intermixable 


OVER OGNE MILLION YARDS OF CEMENT 
WORK COLOURED YEARLY WITH 
SEALANTONE 


Write for particulars of our SALES WITH SERVICE 





























que and Sole Manufacturers : 
RETE PRODUCTS LTD., Atlantic Works Macbeth St 
ky : , London, W.6. : i 
Telegrams & Cables: “ EXPLOITURE, LONDON.” tats Ried 260A 2000, = : 
; = cSt erie ¢ ’ j SDA Ee o ae SPOT TOR per 5 >, “ 
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speed the work! 


cut the cost / 


A range of three Kango Electric Hammers, each skilfully 
designed to do more work in less time with less effort— 
here is a powerful contribution to the need for increased 
efficiency and reduced costs! 


f- HEAVY 

@ Power without bulk; 
This is the Hammer for 
tough jobs such as cutting 
away, drilling up to 3° 
diameter holes in con- 
crete, brick, and similar 
materials. At its weight 
(just under 22lbs.) the 
Kango model ‘E’ is the 
most powerful Electric 
Hammer in the world! 


[- MEDIOM 


Designed for a wide 
range of applications in 
the medium field of work, 
the Kango model 'F’ is the 
ideal general purpose 
Electric Hammer. It is 
specially suitable for bush 
hammering, vibrating, 
tamping, hacking and 
drilling holes 3/16” to 14° 
diameter. It weighs 174 Ibs. 


AGENTS 


| andl 
LIGHT 
The Kango model 
‘G’ Hammer weighs only 
14 Ibs. and is the perfect 
Hammer for all classes of 
overhead work, where a 
heavier model might be 
too cumbersome. 
Amongst its other appli- 
cations it is particularly 
useful for chase cutting, 
brick raking and many 
types of scaling. 


Eleetric Hammers ltd 


MORDEN FACTORY ESTATE, 
» LOMBARD ROAD, LONDON, S.W.19 


telephone: Liberty 4253-5 


THROUGHOUT THE UNITED KINGDOM 
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Planning for Industrial Catering 


WHILST THE PLANNING of every kitchen or canteen will vary according to indi- 
vidual circumstances, there are many essential data, including dimensions, which 
are common to any such scheme. It is of great value, too, if the planner can have 
access to the knowledge which has been accumulated from past experience of 
similar problems. 

The Gas Industry has collated a great deal of information on the subject of indus- 
trial catering. For instance, planning requirements to which consideration must be 
given ; schedules of equipment required to produce a given number of meals in a 
given time ; typical plans illustrating the possibilities of combining various types of 
equipment ; and examples of kitchens which have been designed and installed to suit 
individual sites and conditions. This information is freely available to architects, 
and others in responsible positions, who are concerned with the planning and equip- 
ment of industrial kitchens and canteens. 


ISSUED BY THE GAS COUNCIL - | GROSVENOR PLACE - SWI : TELEPHONE: SLOANE 4554 





The collation of this kind 
of information is one of 
many activities by which 
The Gas Council seeks to 
promote the development 
of gas services for cook- 
ing, hot water, space 
heating and refrigeration. 
In all cases where the use 
of gas is envisaged, early 
consultation with the Gas 
Undertaking is advisable. 


GAS 
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with an E.P.7 
A:-I-D Portable Air Compressor Plant 


used in Conjunction with MODEL 2 SPRAY GUN 


With this Portable Compressor Plant you can get through all your painting in a mere fraction of the time that it would take with 
old-fashioned methods, and far more efficiently. One man with a Spray Gun is better than five men with brushes, and first class 
finishes are assured with oil and cellulose paints, distempers, enani2ls, lacquers and every type of material. If desired, A.I.D will 
supply this equipment on hire or on deferred terms, and this offer will include the full advantages of the unique A.I.D Instant 
Reserve Replacement Service ensuring 100% manhour efficiency. Let one of our representatives call and discuss your painting 
problems with you personally. -Write or ‘phone NOW! 





SHENSTONE, Nr. LICHFIELD, STAFFS, ENGLAND. 


AIR INDUSTRIAL DEVELOPMENTS LTD. AIDSPRAY WORKS, AJ - LONDON, 28, SOUTH MOLTON STREET, W.1. 
Phone: Shenstone 341/5. Grams: Aidspray. Shenstone. 


Phone : Mayfair 6318. Grams: Aidspray, Wesdo. 





| | ie IN KEEPING WITH MODERN TIMES 
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Wc Sign of Confactenei IMPERIAL WORKS, BALMORAL ROAD. WATFORD. 
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Experts agree...33 


that the approved Bituminous Compounds (Rito-mastics and Ritolastic- 
liquids) should be specified fer permanently jointing, sealing, dampcoursing, 
re-surfacing, waterproofing and preserving all types of roofs, steelwork 
and concrete foundations. 


* RIT Bituminous Roofing and Jointing Mastics for per- 
9 manent waterproof jointing of—pre-cast roof and 
wall units, aluminium and hardboard cladding, junctions of door 
and window frames with wall units and uprights, etc. Sealing and 
bridging major cracks in concrete, etc. Manufactured in BLACK 

and COLOURS. 


* Bituminous Anti-Corrosive and 
weatherproofing coatings for 
Pruualenuy sealiug, wate.prvofing and protecting—pre-cast roof 
units, concrete and asphalt flats, asbestos, wood and porous 
materials, etc., arresting and preventing corrosion, etc. 
Manufactured in BLACK (Medium N.D. grade), BLACK (Heavy 
R.S. grade), ALUMINIUM and COLOURS. 
Other MAXWELL Manufactures: 
*““VEEVIC” oil powder paint cleaner, 
“ROMANITE” liquid concrete hardener, 
“VOLVITE” degreasants, ‘“‘MAXWELL” 
prime coatings, ‘“‘MAXWELL”’ paint 
strippers, ‘“‘LAMOL”’ detergents. 


ronwieewes ANDREW MAXWELL 


(The Liverpool Borax Co. Ltd.) 


ST. PAUL’S SQUARE, LIVERPOOL, 3 
‘Phone: Central 1783/4/5 "Grams: “Alkaline” 


















ALKUS 


BROS. LTD. 


BUILDING CONTRACTORS 


46, BISHOPSGATE, EC2 & HADLEIGH, ESSEX 


LONDON WALL 1876 Telephone : 
BISHOPSGATE 2336 & 7 HADLEIGH, ESSEX 58441 


Telegrams: FALBROWOK, SPIMARK, LONDON 


Telephones : 
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The Smith Two-way reinforced fireproof floor permits the immediate use of the floor with 
can be employed for any flooring or roofing the additional advantage of their removal in 
requirements. All materials are available the minimum of time. 

from stock. Working space for other trades not obstructed 
The employment of Patent telescopic centers by props and timber shuttering. 
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—— = Li y \ Messrs. Parkfield Concrete Products Co. Ltd., ) 
ee ( St. Peter’s Road, Netherton. ‘Phone: Dudley 4315. \ 
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SMITH’S FIREPROOF FLOORS LTD. 


(Dept. D), Imber Court, East Molesey, Surrey 
Telephone : EMBERBROOK 3300 


2 WAY REINFORCED == 
W Firerroor rroors = 











5: Seasoning 
Stocks of well-seasoned Empire 


and Colonial Hardwoods are 


available for all requirements. 





Enquiries invited. 





LONDON N.1 


Telephone : 
CANonbury 6671 









(Public Sawmill) 








1950 


B\FxH / X 


Both grades can be rendered fire-resistant by the Oxylene 
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Here’s a new hardboard that you really should see—delightful 

to look at, very strong, and... NO cover strips to 

mar the elegant reeded surface ! 

The standard grade takes oil or water putt JOINTING 
paint, and is fine for indoor use. There is " 


a water-resistant grade, too, which can be 


polished or enamelled with excellent effect 





and can be safely used out of doors. 


process—a vital point for exhibition work and shipbuilding. 





on 
iui) 



























































Reeded Hardboard 


Samples and Prices from: J. EIDELMAN (WALLBOARD DEPT.) 
16-17 DEVONSHIRE SQUARE, E.C.2. BISHOPSGATE 3733 & 3393/4 








Thermacoust Channel. Reinforced 
sire mut tuitwrner,tncr WOOD WOOL ROOFING SLABS 


E. Clegg and Son Lid exander 
Leach, A.R.1.B.A., Archites cfs 


@ FOR Pitched or Fiat Roofs 









@ NO purlins needed with roof beams 
at 7 ft. centres or less 


@ NO other insulating material has 
greater ‘structural strength 


@ NO ceiling essential 












THERMACOUST Channel-reinforced Slabs are large, 
light weight, easily-handled units, with high heat-insulating 
properties. Thereinforcement gives them exceptional struc- 
tural strength. They are perfectly adapted for factory and 
office buildings. Leading Architects and Local Authorities 
are making extensive use of them for schools and municipal 
building. Standard slabs 6ft. long; 6ft.8in. and 7ft. 
slabs made to order. 

16 


For Information Sheets and prices write to:- THERMACOUST LIMITED, 39 VICTORIA STREET, LONDON, S.W.1. (ABBey 2738) 


ty. ’ A Valley gutter formed 
% in 2in. Heavy Duty 
Thermacoust. 
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ow-for only a square foot 
walls floors.gutters.tanks,etc. with 


AQUASEAL 
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LIQUID BITUMEN PROOFING 


EASY TO APPLY, DURABLE. Whether 
for the repair of occasional leaks, or for the treatment 
of the entire roof, AQUASEAL Liquid Bitumen 
Proofing provides the cheapest, easiest and 

most effective method of weatherproof- 

ing, saving labour and cutting costs 






























f on every roofing job. Applied 

~~ cold, by means of fibre 
“x 

brooms or brushes, 


AQUASEAL spreads 





PES 
Peay 4 





is 





easily, hardening within a few hours to form a 
durable, anti- corrosive coating which will resist the 
worst weather conditions and is unaffected by 
extremes of heat and cold. 


AQUASEAL PLASTIG. When holes, large 
cracks, and other imperfections are encountered in a 
roof surface, AQUASEAL Plastic should be used 
for sealing and filling before the AQUASEAL 
dressing is applied. 


TECHNICAL ADVANTAGES 


FIRMLY ADHERENT. AQUASEAL is highly tenacious, 
and will adhere to any clean surface. 
JOINTLESS. Adjacent sections weld together to form 
a continuous coating. ss 
WATERPROOF. Once sct, AQUASEAL has the water- 
roof ‘properties of rubber. 

NTI-CORROSIVE. AQUASEAL is resistant to the 
corrosive action of air contaminated with acid and 
alkaline fumes. 

RESILIENT. AQUASEAL will not fracture, and re- 
mains unimpaired by exposure to extremes of heat and cold. 
STABLE. AQUASEAL will neither creep nor flow, ever 
under tropical temperatures. 
DURABLE. Its Bitumen base makes AQUASEAL 
almost imperishable. 
ODOURLESS. Complete absence of odour makes 
AQUASEAL perfectly suitable for such work as the 
waterproofing of drinking water tanks, etc. 
COLOUR. The standard grade of A‘ QUASEAL (No. 5) 
is black, but it is available in Tile Red (No. 4096) at 
slightly extra cost. 
@ EASILY APPLIED. AQUASEAL is supplied ready for 
use in a consistency similar to thick cream, and is i 
with brooms or brushes. The consistency can be ad- 
justed for spraying by the addition of water. 





skilled labour required 
oOIMPLY BRUSH IT 


SOLE MANUFACTURERS: BERRY WIGGINS & CO. LTD., FIELD HOUSE, 


on! 
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you can WATERPROOF roofs 


ey 


FELT ROOFS which are ye = : 
cracked or which have —=— 

developed leaks, can be ’ c , = 

completely waterproofed by rs = : — — 


- @ thorough application. of 
AQUASEAL. 











ee re ees 


© CONCRETE ROOFS often 
» develop leaks due to cracks, 
crazing and porosity. 






AQUASEAL treatment 
provides a lasting cure. 








ASPHALT ROOFS can be 
given many years extra life 
by treating them with 
pre, moans eer Large cracks 
and imperfections should be 
filled with AQUASEAL 
Plastic. 












PRICES OF 
AQUASEAL AND AQUASEAL PLAstTic 








AQUASEAL No. 5 (Black) AQUASEAL No. 4096 (Tile Red) 
1o-gallon drums ..  6/- per gallon 10-gallon drums 8/6 per gallon 
£3 © O per drum £4 5 O per drum 

s-gallondrums .. 6/6 per gallon segallon drums 9/- per gallon 
€i 12 6 per drum 42 §S O per drum 

1-gallon cans ..  8/- per gallon t-gallon cams .. 10/6 per gallon 





8/- per can 10/6 per can 






























AQUASEAL PLASTIC 
10-gall. drums 7/6 per gall. £3 1S 0 per drum 
s-gall. drums 8/- per gall. €2 0 Oper drum 
t-gall.cans 9/6pergall. .. 9%/6percan 
}-gall.cans Jt/-per gall. .. 5/6 per can 


I-quart cans 12/- per gall... is | AQUASEAL 


Delivery free to England, Scotland, Wales 
and Northern Ireland. 

For quantities under 1 gallon an additional 
charge of 1{- per can will be made. 
CANS AND DRUMS FREE. 
CRATES, when employed, will be 
charged extra and credited om 
return, carriage patd, 

AQUASEAL is obtainable from 
Builders’ Merchants and Iron- 
mongers everywhere. In case of 
difficulty please write to us. 


BREAMS BUILDINGS, FETTER LANE, LONDON, E.C.4 (HoLBoRN 0941) 


METAL ROOFS can be 
protected against corrosive 
attack by a coating of 
AQUASEAL which can be 
easily and economically re- 
newed when necessary. 





















ROOFS AND 
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Manufacturers 


of 
PURPOSE-MADE 
PRESSED STEEL GOODS 


Specialists in items made up from bar, angle, rod or sheet metal 


DUCT COVERS 





_ SLIDING FUEL HATCHES 





METAL GATES OR RAILINGS 








VITREOUS ENAMELLED FUEL PIPES 





SQUARE OR RECT. RAIN WATER PIPES 








BOX, BOUNDARY WALL AND VALLEY GUTTERS 


C.H.COATES LTD estasuisuep 1928 


DAVIS ROAD, SURBITON; SURREY TEL.: ELMBRIDGE 7112-3-4-5 





Existing items 
accurately reproduced 


Manufactured to 
Customer’s specification 











100-PAGE CATALOGUE 


youre on the right track... 
Write THE COBURN SYSTEM | 


FE@OBe 


pans Ae SG: DOOR | 














eee FOLDING SCREEN | 
| " WINDOW CEAR | 
| TOP HUNG OR BOTTOM ROLLERS | 


OVERHEAD 
RUNWAYS | 


| 
| ETC., ETC. 
| 

















Obtainable from all Builders’ Merchants WATerloo 4311 (3 lines) Private Exchange 





The BRITISH TROLLEY TRACK Co. Ltd., Coburn Works, London, S.E} 
i Sa ER Eel ll 
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_Trianco 
K 2’ Type 
Block Making 
Machine «& 











No. K2 TYPE. 


THE BUILDER 





SUPPLEMENT 37 






Concrete 


" 
oh 


This machine is specifically designed 
for the mass production of SOLID BLOCKS 
and is capable of producing 300 blocks 
per hour, which are jolted, compressed 
and extruded automatically. Fitments are 
also available for the manufacture ol 
hollow blocks. 














Full specification can be had 
on application 


DELIVERY FROM STOCK 














Power Operated. 
Fully Automatic. 





TRIANCO LIMITED 


imber Court, Eas* Molesey, Surrey 
"Phone : EMBerbrook 330% 


TRIANCO 


BLOCK-MAKING MACHINES 
AND LATEST MECHANICAL DEVICES 








Remember “Attimore” when placing 
your next order or enquiry for 
Roofing Felt, Dampcourse, Expan- 
sion Jointing, Bitumen Paints, 
Cements and Compounds, Their 
widespread and consistent use 
on an ever-expanding market 

is convincing proof of the 
satisfaction given by 


9 


“Attimore”™” Products. 


Manufactured by 


FELTS & DAMP COURSES LTD: 
ATTIMORE HALL - WELWYN GARDEN CITY 












* HERTS 
Telephones; Welwyn Garden 3176 & 285. LUNDON OFFICE: TERminas 5342 (5 lines) 




















SUPPLEMENT 





| eg F British Patent 
No. 425265 





BICYCLE PARKING 





This “All Concrete” park is 
practical and requires no 
maintenance. Full details 
will gladly be sent on request. 


STELCON (INDUSTRIAL FLOORS) LTD. 
Citords inn .... LONDON ... . . E:C4 
Telephone: HOLborn 2916 
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IT'S QUICK TO FIX 
THE HOMERETTE™ 


(Pascall’s Patent) 


BACK BOILERS for open fires and for replacing wasteful ranges. 
Fitted with new and simple means of operating the damper of 
self-contained flue. A larger Boiler, the “ HOMER,” also made to 
work 40/45 gallon tank. 


WROUGHT STEEL, Electrically Welded. 


Supersedes the cast 
iron flue fitment. The 
best alternative to 





LW: small closed domes- 
Sa tic type boilers. 
‘1s QUICK TO FIX. 
=: No flue building. 
z Price 
A £8-2-6 
(Plus 24%) 
(Subject) 


The “HOMERETTE” will burn all Including Bricks, 
kinds of coal, wood of peat and work Grate and Vit. 
@ 25-30 gal. Tank or Cylinder. Enamelled Fret. 


Stocked by leading Builders’ Merchants. See that the 
Boiler supplied has our patent damper operated by panel 
on front of Boiler, WRITE FOR ILLUSTRATED LIST. 


THE INTEROVEN STOVE CO., LTD. 
146, Marylebone Road, London, N.W.1 


(One minute Baker Street Station) 
Telephone: WELbeck 6864 




















TYPE LGM 


18" SAWBENCH 


DELIVERY EX-STOCK . &£ 






This substantially con- 
structed Sawbench, of 
conventional design, has 
rising and falling table, 
canting fence with fine 
screw adjustment and is 
motorised 4B.H.P. It can 
thus undertake the most 
arduous duties. Fully 
illustrated descriptive leaf- 
let available on request, 
or a demonstration can 
be given atour Tabernacle { 
Street Showrooms. 


A. GOOKSLEY & CO. LTD 


WOODWORKING MACHINERY MANUFACTURERS 
21-25 TABERNACLE STREET, LONDON, E.C.2 
‘PHONE: MONARCH 3355 (5 lines) 


WORKS: THE CAUSEWAY, EGHAM, SURREY 
PHONE : EGHAM 3031 (3 lines) 






















The ‘TYROL’ Machine 


(Pat. No. 510492) 
(The genuine TYROL Machine) 





For applying Tyrolean open-textured facings (Rough-cast) 


Price £9 each. 
Delivered free any part of U.K. Immediate delivery. 
Quick coverage. Simple to use. Easy to clean. 


Special terms to Builders’ Merchants. 





All essential spare parts immediately available from stocks. 





Enquiries to :— 


TYROL SALES LTD., 


ST. BENE’T CHAMBERS, 1a, FENCHURCH ST.. LONDON, E.C.3 




















?; == 
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NOBODY SEES IT 


—but this easy-spreading, firm-sticking 
adhesive helps you ‘lay linoleum for good 


HEN fixing linoleum, cork tile, or rubber 

tile, the ‘cost of the cement is only a small 
item. But your reputation depends on its 
quality. 

So it would be worth paying more to use 
the best possible. But Armstrong’s Linoleum 
Cement costs no more, and actually saves you 
money. It is so extremely tenacious that a thin 
coat does the job perfectly. And it is so easily 
spread thatevery gallon covers the maximum area. 

With this excellent cement, your 
linoleum, cork tile, or rubber tile floor 
(paper-felt underlay, too, where re- 
quired) goes down quickly and easily, - 
and stays down. You can be sure it’s 
there for good. = 









Supplied in |-gal. cans and 5-gal. drums 


ARMSTRONG’S 
LINOLEUM CEMENT 


Dept. El, ARMSTRONG CORK COMPANY LIMITED, 
BUSH HOUSE, ALDWYCH, LONDON W.C.2 
Teleptone: CHANCERY 6281 
Scottish Branch: 5 Oswald St., Glasgow C.1. Tel: Central 5703 
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ROLLING 
SHUTTERS 
IN STEEL 


WOOD OR 
Aluminum ALLOY 


manufactured 
TIGA LLL LL 


LINCOLN WORKS-CREAT CAMBRIOGE AD. 


‘phone: ; grams: 
ENFIELD 48778 EMP 


‘QUALITY-ENFIELD’ 





Approved 
Manufacturers te 
F.O.C. and L.C.C. 
requirements 


Contractors to: 
H.M. Government 
al departments ; 

‘ Public Utility 

+ Companies; Councils; 

Principal Railways; 
Inssitusions, Btc. 
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Bigwoods design, 

build and install steel 

staircases wherever they 

are required—inside or outside, 
spiral or straight, long or short, 
wide or narrow, plain or decorative 


oe 
Beadle w. sia santas eon 


BIGWOOD BROS. (BIRMINGHAM) LTD. 


WOGDFIELD ROAD, BALSALL HEATH, BIRMINGHAM 12 
Phone: CALTHORPE 2641/2 





ise 








GLASCRETE 


Reinforced Concrete and Glass - 


soe 


t 





ARCHITECT 
EB, D. Mmiis, Bsq., F.8.1-B.As 


WINDOWS ROOFS’ FLOORS 


Mussks. MAY & BAKER, 
DaetnHAM 


LANTERNS PAVEMENTS 


GLASCRETE reinforced concrete and glass windows 
to this building constructed in Type 603; having ribs 
at 2’ O” centres. 


J. A. KING AND COMPANY LIMITED 
181 QUEEN VICTORIA STREET LONDON, E.C.4 


Telephone: CENTRAL 5866 (5 lines Telegrams: KINOVIQUE, CENT, LONDON 
Branches: BRISTOL MANCHESTER BELFAST - HAYES 
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MCNeill’s ‘Combinite’ Roofing is built up of 
separate layers of pure Bitumen Roofing. These 
layers are bedded and sealed with ‘Combinite’ 













Bitumen to definite specification. Finlsh can 
be Tile, Macadam or Grit. 
“Combinite’ Roofing is also available for 
pitched and Belfast Roofs. 












MCNeill’s ‘Combinite’ Roofing 
solves many problems. 







































































MSNei!!’s 3 layer “Combinite’ Yj 
Our technical staff is at the service of Architects and roofing in pure. bitumen ss 
Builders, and will be pleased to provide detailed etal adalah / 
information and technical advice for all forms of . Cte 
waterproofing. A fully detailed booklet is available to - a ; ei ban £ \ 
Architects, Surveyors and Builders. being ad 
post 
Write to Contracts Department (C.4.) P 
F. MCNeill & Co. Ltd., 10 Lower Grosvenor Place, London, $.W.1 lacie hes 





VI eis. , 
; A——_— for Dust-tree Ventilation 


Just how good “Visco” Air Filters are is shown 
by their. extensive use in countries subject to 
dust and sand storms, such as Egypt, India and 
Iraq, where they have proved most successful in 
ensuring dust-free air to buildings, electric 
motors, motor vehicles, etc. Types include 
“Rotating Self-Cleaning” for heavy dust loadings, 
and “Fixed Cell” for diesels, air compressors, 
etc.; “Dry Cell” Filters for food factories, 
operating theatres and other places where absolute 
air cleanliness is imperative. 



























The Filter illus- 
trated is installed —- 
in a Telephone 
Exchange to en- 
sure that the 
delicate auto- 
matic machinery 

is kept free from 
dust. 





















There is a “Visco” Filter to 
meet every air filtration prob- 
lem. Send us your enquiries. 












THE VISCO ENGINEERING Co., Ltd., Stafford Road, Croydon 
“Visco” “Fixed Cell” type Air Filters. These units can be built up in panels of any capacity 
required, 









Phone: Croydon 4181-4 & 2471. Grams: “Curtmit, Croydon.” 
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Concreting 
and Bricklaying can 
continue at 5° Fahrenheit 


Building continues in cold and frosty weather with 
Tretol Anti-Freezer. Diluted and used as gauging 
water, it prevents freezing, accelerates setting time 
and actually increases the tensile strength of 
concrete; no deviation from normal working methods 





is required. 
A stock of Tretol Anti-Freezer will be your insurance 
against costly stoppages caused by sudden frosty 


Tretop 


LINDSAY'S prooincton | ANTI: ZER 
IRON WORKS:LTD |S teeterticceats 


41, NORTH WHARF RD., PADDINGTON, LONDON, W.2 TRETOL LTD, 12/14 North End Rd., London, N.W.11. Tel.. SPE 4621(5 lines) 
Telephone: PAD. 8486/7. Telegrams: LINDSAYS PADDINGTON 8486 
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Capable of carrying out the arduous at | 
«8 
work required in Industry the FIAT 52 s 
et F) 
is now available to users in the United Kingdom. 
The normal range of British Made earth moving 
equipments can be supplied and we shall be pleased to 
; demonstrate the machine with these equipments on our own - ” 
proving ground. The name FIAT is a guarantee of sound design ‘ 
and construction and all machjnes are backed by full Field and Spares 
Service in which Mackayghave specialised for more than !0 years. $ , 


SOLE CONCESSIONAIRES IN ‘GREAT BRITAIN 


“MACKAY INDUSTRIAL EQUIPMENT LTD 


FAGGS ROAD, FELTHAM, MIDDLESEX (FELTHAM 3435-9) 








HIGGS HILL 


LIMITED | 

= | 
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LONDON | 

ee DS COVENT Be 
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usea GOODYEAR 
LOADBINDER 


e@ Taut Chains - Safe Loads 
A WIN. 
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JOHN SADD & SONS LIMITED 


MALDON Telephone: MALDON aie ESSEX 








CHAncery 7214. 





















































London Office: .Aldwych House, W.C.2. 
( 


BOLTON’S 
—— i | 


light in weight, and provide long life 
with minimum of maintenance. 























LU 


for GAS, WATER AND SANITATION SERVICES 


Thomas Bolton & Sons Ltd. have issued a new 


ECONOMY 


Bolton’s Copper Tubes are easy to install, 
handle and manipulate, and can be 

with compression fittings or capillary 
fittings, or connections can be made by 
bronze or autogenous we . 


publication entitled “Copper Tubes for Water, 
Gas and Sanitation Services” No. 122, which 


Their attractive appearance is a 
popular feature. 


will be a valuable reference to all Architects, 


Builders, Builders’ Merchants, Plumbing firms 
Bolton’s Copper Tubes can be used 
in contact with normal soils and 
building materials. Specify Bolton’s 
Copper Tubes to B.S, 659/194 


and Contractors. A free copy will be sent 








on..request. 





Bolton’s Light Gauge Copper Tubes comply with 
British Standard Specification No. 659/1944 
and are supplied in random straight lengths. 


THOMAS BOLTON & SONS LTD. 


Mersey Copper Works, Widnes. Tel.: Widnes 2022 


London Office and Export Sales Dept., 168 Regent St., W.1 
Telephone: Regent 6427/8/9 


ESTABLISHED 1783 











REGD. TRADE MARK 
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HOLLIS Sa 
TO 77a SERVICE 
WOODWORK 
@ Over 50 years’ experience in the manufacture and installation of WOOD- 
- " BLOCK, HARDWOOD STRIP and PARQUET Flooring stands behind the 
a HOLLIS SERVICE. 


@ The unexampled technical 
maintain those high standards with which our work is associated. 


SURFACED £ + gg of traditional ae se gap nr in all auine, Seaman 
a 
RENOVATED pi mtg oe punctual and specialised execution of contracts 


WOOD BLOCK, HARDWOOD STRIP & PARQUET FLOORING 





knowledge and resources at our disposal 






——— —— = 
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L_ HULL +» +150 HOLBORN, LONDON, E.C1 








ULVERSCROFT ROAD, LEICESTER a CRESCENT WHARF, CAMBRIDGE ST., BIRMINGHAM 
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JOHN SADD & SONS LIMITED 
MALDON London Office : ie ee gn 7214. ESSEX 
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Bolton’s Copper Tubes are strong, 
light in weight, and provide long life 
with minimum of maintenance. 


for GAS, WATER AND SANITATION SERVICES 


Thomas Bolton & Sons Ltd. have issued a new 


Be eRe, 


Bolton’s Copper Tubes are easy to install. 
handle and manipulate, and can be used 
with compression fittings or capillary 
fittings, or connections can be made by 
bronze or autogenous. weldin¢. 


publication entitled “Copper Tubes for Water, 


ee 


Gas and Sanitation Services” No. 122, which 





Their attractive appearance is a 
popular feature. 


will be a valuable reference to all Architects, 





privateer Seyer nn hinew: 





Builders, Builders’ Merchants, Plumbing firms i 
Bolton’s Copper Tubes can be used 
in contact with normal soils and 
building materials. Specify Bolton’s 
Copper Tubes to B.S. 659/1944. | 





and Contractors. A free copy will be sent 
















iNeed ashe ema area 


peer wer bee 


on ..request. 
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Bolton’s Light Gauge Copper Tubes comply with 
British Standard Specification No. 659]1944 
and are supplied in random straight lengths. 













THOMAS BOLTON & SONS LTD. 


Mersey Copper Works, Widnes. Tel.: Widnes 2022 


London Office and Export Sales Dept., 168 Regent St., W.1 
Telephone: Regent 6427/8/9 


ESTABLISHED 1783 
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SURFACED & 
RENOVATED 


QUALITY 
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So 
‘rel SERVICE 


WOODWORK 


@ Over 50 years’ experience in the manufacture and installation of WOOD- 
BLOCK, HARDWOOD STRIP and PARQUET Flooring stands behind the 
HOLLIS SERVICE. 

@ The unexampled technical knowledge and resources at our disposal 
maintain those high standards with which our work is associated. 

@ Floorlayers of traditional skill, strategically placed in all areas throughout 
the Country ensure punctual and specialised execution of contracts 
entrusted to us. 























ULVERSCROFT ROAD, LEICESTER 


CRESCENT WHARF, CAMBRIDGE ST., BIRMINGHAM 
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brings the accuracy of 


the drawing board to the job 


Issued by THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD., STAFFORD 


Specialists in Reinforced Concrete Design & Suppliers of Reinforcement 
London, Birmingham, Bristol, Leeds. Leicester, Manchester. Newcastle. Sheffield. Cardiff. Glasgow. Dublin, Belfast 
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ESTABLISHED 1875 


TRUET , )TEEL 


WESTMINSTER ; THORNTON HEATH 














BUILDING CONTRACTORS 


THORNTON HEATH 1123/4/5/6 


WHITEHALL 3342 





The modern. economical treat- 
ment for the preservation and 
decoration of exterior and 
interior cement. stone. concrete. 
brick and plaster surfaces. 


THE UNITED PAINT COMPANY L! 


15. ST. HELENS PLACE. LONDON, E.C.3. 
LIVERPOOL NEWCASTLE-ON.-TYNE CARDIFF, erc 


— 








C J = Alsi No. 1. 
Q | want a floor that can be laid over a suspended wood floor and capable of being formed into 


shower spaces that will not let water through to the ceilings below. 

Ans. ‘“ LATEX-TERRAZZO " put down in two layers will fulfil these requirements—it is both 
waterproof and non-slip, and is made from a Latex matrix binding marble chips which are 
sanded after setting. 


We offer a free Flooring Consultation Service without obligation 
Floors we lay:—‘* Sherwood" Miniature Wood Blocks—‘:Woodex-Latex”—“ Latex-Terrazzo "— 


Weed Blocks—Strip Wood Floors—Asphalt Tiles—Rubber—Linoleum—Granolithic Floors. 
NEW FLUOR INSTALLATIONS LTD. 


10 PAGDEN STREET, BATTERSEA PARK ROAD, S.W.8. MACaulay 5666/7 
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Standing prominently among the factories on 
the Great West Road are the works of the 
Firestone Tyre and Rubber Company Limited. 
Firestone has the proud record of operating 
continually three shifts per day. from the 
completion of the factory to date. Products 
made at this factory include all types of Tyres 
and Tubes, Bonded Rubber to Metal Parts. 
Cover and Tube Accessories and Rubber Valves. 
No. 1 Metallic Liquid was used throughout the 
factory and its subsequent extensions. It was 
incorporated in the floors to produce a case- 
hardened surface and for making water-tight 
the reservoirs and tanks. The owners always 
specify this product because it invariably gives 


complete satisfaction. 


No. 1 at Firestone’s 


7 COCO I Prres 
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LILLINGTON’S No. | METALLIC LIQUID 
waterproofs cement renderings to walls and 
basements, and makes concrete floors extremely 
hard and dustless. The mass concrete in retaining 
walls, foundations, flat roofs and tanks is made 
thoroughly waterproof, permanently increased 
in strength by 333%, and the setting time of 
the concrete is accelerated. 

Architects specify Lillington’s No. 1 Metallic Liquid 
because it is SOLD UNDER GUARANTEE, it is low 


in cost, and has 40 years’ reputation for efficiency. 


FROM 
|= SPECIAL PRICES FOR 
LARGE CONTRACTS 


PER GAL. 


Write now for Booklet 50 giving full details. 


’Phone: HOP 0234-5 





GEORGE LILLINGFON & CO. LTD., 3-7, LONDON BRIDGE STREBT, LONDON, S.E.1. 
and for Scotland: 27, HAMILTON STREET, GREENOCK, SCOTLAND 








oy 75-132 
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ROLLED STEEL BAR ALUMALLOY BAR 


REFORM Puttyless Roof Glazing, which has been developed over 
a period of sixty years, is now offered with the Standard Steel 
Bar or the new “Reform Alumalloy” Bar. Each type is made in 
three sections for varying spans and is designed for use on 
Roofs with steel or timber purlins. “Reform” Clazing is also 
widely used in the construction of Lantern Lights, Skylights, 
Canopies, etc. Long experience enables us to give dependable 
advice on all matters connected with the supply of satisfactory roof 
glazing, and this advice is freely at the disposal of enquirers. 








HAYWARDS BUILDING SPECIALITIES 


“Reform” Roof Glazing, Lantern Lights and Skylights; “Crete-o-Lux” 
and lron-framed Pavement Lights, Roof Lights, Stallboards, etc.; Metal 
Windows ; Steel Fireproof Doors ; “Steelock”’ Stairs and Fire-escape Stairs ; 
Ventilators ; “Jhilmil” Steel Lath, Sheet and Architectural Metalwork, Etc., Etc. 





Your enquiries will be welcomed 


HAYWARDS LTD. UNION STREET, LONDON. S.E.1 Wé7er/o0 6035-9 
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SPECIAL FEATURES INCLUDE 


% New Year Messages from the Leaders of the Industry. 


or ” ib d 
Marseill 4s: The “Unité —n ay 
‘or at Marseules- -RL.D.- 
* sarees by H. Frank Hoar, B.A 
and illustrates "- 

*% The Festival of Britain. A first article in a series on 
new techniques in construction on the South Bank. 

By cy, C. Ratcliff. 5, FR.1B.A- 


- ~ it. y i S.B iZZ 
sé Tp < l A 


* 


* =©The Centenary of Reinforced Concrete. 
ent Architecture. 


$x Supplement of curr 


*% Calendar for 1951, being a drawing specially made 
by H. F. Hoar of the South Bank Exhibition Site. 


_A LIMITED AMOUNT OF ADVERTISING SPACE IS STILL AVAILABLE. 
PARTICULARS MAY BE OBTAINED ON APPLICATION TO THIS OFFICE. 


THE BUILDER LIMITED 


THE BUILDER HOUSE, 4 CATHERINE STREET, LONDON, WC.2 
Telephone: TEMPLE BAR 6251/2/3/4 Telegrams: BUILDER, RAND, LONDON 
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MUMHMUME 


IMPROVED 


EXPANSION JOINTING 


The ideal Flexible Expansion Jointing for Concrete Roads, 
Runways and Concrete Structures of all types. Manufactured 
from high-grade bituminous composition, it is strong, easy to 
handle, does not deteriorate with age and is economical. 
Thicknesses between }" and 3", to required length and width. 


Grams: Permaphalt, Easphone, London 


Tel.: Advance 4477 (8 lines) 
WORKS: LONDON & HERTFORD 


oe 
“A PERMANITE PRODUCT — | DEPENDABILITY 


PERMANITE LTD. 


455 OLD FORD ROAD - LONDON : E.3 














QUALITY 
































” WOODWORKING MACHINES 


The “ZYTO” 
15" enclosed 


~zZyvtTo” MOTORISED 


The 


The “ZYTO” V.S.M. 
UNIVERSAL WOODWORKER 
will rip, crosscut, groove, rebate, plane, 
mould, mortice, bore, chamfer. Takes 15” 
saw blade. Substantial saw bench with rise 
and fal! table, long rip fence, fitted guards. 
Veebeilt drive, motorised. Fully ilius- 


BENCH 
SPINDLE MOULDER 
Motorised in one 
unit, Veebelt drive. 
French head. 1" 
adjustable spindle. 
tome size, 18" x 

18", Fully guarded. 

WWustrated leaflet 

and price free on 
request. 


SAW BENCH 


Rise and. fall 
table, long rip 
fence with fine 
adjustment, 
heavy _bail- bearing 
spindle, wy 
drilled for Posse ully 

guarded, motor adjustable 

on base. a nes 18%. 3 

Motorised single or ree-phase. 

Fully ilustrated leaflet and price free on request 





trated leaflet and price free on request. 
KINDLY STATE VOLTAGE REQUIRED 


S.TYZACK & SON LTD 


& MFTACWORK! OLS B MACHINERY PANUFATTURERS 


34, & 345, otD STREET. LONDON, €E.C.i. 
COGPKEN WELLE B308 (19 Imes) Telegrams TYZGAR. LONDON 


EXTENDED PAYMENTS 
CAN BE ARRANGED 
FOR ALL MACHINERY 
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The 
solution 
for 














problems wu. .0:.0.». 


use of CASCO Cold Water Glue Powder: 1-lb. dry 
powder makes 3-lbs. liquid glue solution. Easy to mix, 
and used cold. 

CASCO is versatile, being especially suitable for per- 
manent wood joints, wood to metal, plastics, cork 
and asbestos, etc. It is also indispensable to the Builder 
and Decorator for making excellent cold water Size. 
CASCO gives considerably increased strength to Pastes 
and Whitewashes, and, because of its heat and moisture 


resistance, greater all-round durability. 


CASCO 


POWDERED CASEIN 


IN 1, 4, 7, 14 & 28 Ib. CONTAINERS. 
Stocked by Builders’ Merchants, Ironmongers, etc. 





LEICESTER LOVELL & CO. LTD. 


NORTH BADDESLEY, SOUTHAMPTON 


Distributors : 
Great Britain: Chas. Cleeve & Co. Ltd., 45 Gt. Peter Street, London, S.W.1. 
Eire: C. B. Waller, 60 Middle Abbey Street, Dublin. M. F. Galligan, 16 Oliver 
Plunkett Street, Cork. nh 
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reinforcement 
design... 


You can rely on Rom River to design 
reinforced concrete with a particularly keen 
understanding of all the practical problems 
involved—problems of steel supply, bending, 
fixing, shuttering and concreting. For the 
Rom River design service is backed by their 
long experience and specialisation in every- 


thing to do with reinforced concrete. 


ROM RIVER 


reinforcement service 
design... supply... bending... fixing 


Please write for service brochure. 
THE ROM RIVER COMPANY LTD., 3/16 Woburn Place, London, W.C.x 
Telephone: TERminus 7877. Telegrams: Romriveo, Westeent, London 
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Mobile with mast lowered. 


ANT -QUEéEN 
MOBILE - EXTENSIBLE - HOIST 


@ THE MOST MOBILE 


@ MUCH STRONGER 
THROUGHOUT 


@THE FASTEST 
@ THE ORIGINAL — 


hese: sutthibe decal. Pou 
Lrom all experiment 


and gadgets. Hun- 
dreds sold and working 
throughout the world. 


PATENTED FEATURES. OTHER PATS. APPLIED FOR 
PERFORMANCES : 


Scwr. 7 cwr. 10 cwr. 
NET PLATFORM LOADS 


l4Fr. To 80 Fr. 
HEIGHT OF LIFT 
Send for fully illustrated brochure. 


BRITISH HOIST< CRANE COMPANY L 


ANT =: ANT- QUEEN - SAGA Wixi MOONRAKER" 


IPSWICH RD.. TRADING ESTATE,SLOUGH 
Phone. SLOUGH 20368 (Siines) 
‘Grams: BRitHorsrT StouGyH 


‘= 
eas 





CZ. 
SS es, 








Hinged mobile safety gates (Pat. applied for) 
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SATS HOWST & CR CRANE COMPANY im D 


~  MANUEACTURERS OF THE £ BEST BUILDERS MOISTS 1M THE woRLo ~ 4 


| 
7% 
~ - 


lei ee 


















































@ecember 29 1950 THE BUILDER SUPPLEMENT 


> 


December 29 1950 THE BUILDER 


Ss 8 FS € F 8 € G A P wiogtd 





































=] 







Steel and Aluminium Scaffolding for sale or hire contracts. | Every 
requirement met also for ancillary equipment, including : Shuttering 
Steel Props « Trench Struts « Splitheads « Hoists « Concrete Mixers 
Cradles «+ Builders’ Hand Carts « Barrows « Trestles, etc. 


SIMPLY PHONE YOUR NEAREST DEPOT 


BELFAST @e BIRMINGHAM @ BOURNEMOUTH e BRIGHTON 
BRISTOL @ CANTERBURY @ CARDIFF e COVENTRY 
DUBLIN e EXETER @ GLASGOW e HULL e@ ILFORD e LIVERPOOL 
LOWESTOFT e MANCHESTER @ NEWCASTLE ® NORWICH e PLYMOUTH 
PORTSMOUTH . @ SOUTHAMPTON e SWANSEA ® YARMOUTH 


WILLS SCAFFOLD CO. LTD., Head Office & Depot, TRUSSLEY WORKS, HAMMERSMITH GROVE, LONDON, W.6. @ RiVerside 5026/9 
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Suspended Ceilings 
é> Koof Linings! ! 


in INSULATION BOARD ° PLASTER BOARD. ®° ASBESTOS 


Using Aluminium Metal Sections 
with screw fixing 


FULL DETAILS FROM: 


WALTER S. FRY LTD. 


HEAD OFFICE AND SAWMILLS : 
106-114, BOROUGH HIGH STREET, 
LONDON, S.E.1 
TELEPHONE: HOP 3511 (10 lines) 














Technical Data. C ial Density Range 19-85 Ibs. 
INS ULATIO N percu. ft. “K" value .42-2.60 B.T.U./sq. ft./hr./°F fin. 


AGAINST Crushing Strength 100-700 lbs. per sq. in. 


Applications. Cast in Situ-Insulation of roofs (screeded 


HEAT to falls).* Floors and derg d heating pipes. 


Precast units—for insulation of pitched roofs, walle 


é& Cc 8) L EE and cold stores. 





eleon Nt ic | 


58 VICTORIA ST., LONDON, S.W.1 Tel.: VICtoria 3216/7 
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era FF | 
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PROTECTS WALLS AND FLOORS OF seag mage ana 
CONCRETE, PLASTER CEMENT OR BRICK _ Rages 
al iB, : 
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MALU URL 





15 COLOURS: SS 
BITULAC LTD., COLLINGWOOD BUILDINGS, NEWCASTLE-ON- I; and 219/220 DASHWOOD HOUSE, OLD BROAD ST. LONDON, E.C. 2 
ee 













Heating~ 
Air Conditioning ~ 
Hot 8 Cold Water 
services~ 
Sanitary MWMO Nia 


Engineering Bemausso\m au 


NEWCASILE HOUSE 
S 3) CReRKENWELL CLOSE, LONDON ER 
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For small builders or large 


contractors, Boulton is the right 


Bo OU | | TON scaffolding for the job. 


We know it's -good—we make it. 
TUBULAR 
You'll know it's good 


SCAFFOLDING whether you buy it, let us 


carry out the contract 








for you, or just simply hire 
it. Whatever your choice, you'll 


be glad you specified Boulton. 


Flats at Cromer Street. By courtesy of St. Pancras Borough Council. 
Architects: Messrs. Hening & Chitty. 


y \ 












re * 
7 
Pt O° SMR, 


‘ae 





LALLY ADK 
Aah vd Wks ho he 


vA a & 
PS eS) Sa 
AY. San Ween, Fs 


4 
APS UN | 


y & 
& ow 
% 





— 


BOULTON TUBULAR STRUCTURES LIMITED ~ Works: Booth St., Birmingham 21. Tel.: NORthern 2176 
And Putney Bridge Road, Wandsworth, London, $.W.18._ Tel.: VANdyke 8482 Due 
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DOES NOT SPREAD FLAME oe 
IS SAFE TO WALK ON / 


Var ust Sag 


HERE IS THE PERFECT 
ROOFING SHEET , 


“CORROPLAST” @¢ 











@ Is wind and weather proof Ze 


@ Is very light in weight—easy to handle— a a, ; 
saves “teelwork . | . mt C a ay if 
 « 


@ Has a high strength/weight ratio 


@ Is safe to walk on even after prolonged 

exposure to corrosive atmospheres he 

@ Can be fixed at an economical span SS a 

@ Resistant to corrosion at both edge and bolt i. 
holes SW 

@ Has a very long life i 

@ Requires no maintenance : 


@ Resists fire—does not spread flame 
@ ls available in pastel colours—reflects light Colours (on both or either side): Dark chocolate brown 
(recommended for Industrial Atmospheres), pastel stove 


inside, looks attractive outside 
© bes bik ‘tian tes teed loads enamelled colours: blue, pink, green, French grey, white 
" 9 aa a and cream. Self-coloured sheets are available in brown 
@ Is vermin pr oof and corn. The hammered surface of ‘Corroplast” prevents 
glare from sunlight. 


A PHENOL-FORMALDEHYDE LAMINATE 





@ Is licence free 


CORROPLAST. 


MANUFACTURED BY :— 


HOLOPLAST LIMITED 








LONDON SALES OFFICE : FACTORY : 


116 VICTORIA STREET, S.W.1 NEW HYTHE * NEAR MAIDSTONE + KENT 


Tel. : Aylesford 7361 


Tel. : Victoria 9981 and 9354/7 
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SEWAGE PUMPING STATION AT SIDCUP, KENT 


-Motor-driven pump 
to relieve subsoil 
water pressure 


Suction pipe 


' CONTRACTORS : 
MESSRS. G. PERCY TRENTHAM, LTD., 
LONDON. 


* > ‘ y 
Clear space — tere : 
between outsides, ‘ 
shuttering and / = 
7 


planking to er) 
excavation 


ABOVE: THE COMPLETED CHAMBERS 


FHE pump chamber, and the adjoining collecting tanks, are 

formed as a complete monolith of waterproofed concrete 
adequately reinforced, and this method offers the best assurance 
of success when such structures are subject to pressure of 
water, both from the contents of the tanks, and the accumulation 
of water in the surrounding subsoil. If you are faced with 
any work of this nature it will be worth while to at least 
consider the advantages of using ‘PUDLO’ Brand waterproofer 
and we shall be glad to submit a suitable specification— 


without obligation, of course. 


RIGHT : 
A CONSTRUCTION DETAIL. 


‘PUDLO’ 


BRAND 
CEMENT WATERPROOFER 


KERNER-GREENWOOD & COMPANY, LIMITED 
ST. ANN’S KING'S LYNN 


Sole Proprietors and Manufacturers. 


~< 
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4). MULLEN & LUMSDE r 


cr cen ae eT 


i cue 
* ar 
conmacons | 





—the home of all that is best in modern 
building practice. 

The accumulated experience of over 60 
years’ service is at your command, 


MULLEN & LUMSDEN 3d 
(ontractod 


N° 4/-EAGLE STREET: H/GH HOLBORN: LONDON: WEI 








——BRANCHES—— a ee ——B RANCHES ——— 
SOUTHAMPTON : CHANCERY 7422-3-4 BRIGHTON : 
151, ROMSEY ROAD, SHIRLEY 16, UPPER LEWES ROAD 
SOUTHAMPTON 73176 JOINERY WORKS : BRIGHTON 26694 
ILFORD : GRESHAM WORKS, SOUTH NORWOOD SMALL WORKS DEPT. : 
ST. MARY'S WORKS, CONNAUGHT LANE ADDISCOMBE 1264 COPTIC STREET, LONDON, W.C.3 


ILFORD 1963 MUSEUM 3705 
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ST. PANCRAS WAY HOUSING SCHEME 
NORMAN & DAWBARN, Architects and Consulting Engineers 

















HOPE'S 


STEEL DOOR FRAMES 





HENRY HOPE & SONS LTD., SMETHWICK, BIRMINGHAM, & 17 BERNERS ST., LONDON, W.1. 
‘ ; 
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** MESHWELD ” is an electrically welded High 
Tensile mesh reinforcement manufactured 
by us and supplied in rolls or sheets to any 
specification. We design, supply, 


bend and fix all kinds of steel reinforcement for concrete work. 


‘TC: JonessCo. Led 


REINFORCEMENT ENGINEERS 
GROUP 
= WOOD LANE * LONDON, W.12 
’Phone : SHEpherds Bush 2020 


BUTE STREET * CARDIFF 
*Phone : Cardiff 8546 


B/sort nz 
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‘ 


FOR THE MAINTENANCE OF EXISTING CONCRETE 


FLOROSAL is a colourless liquid specially 
prepared for the HARDENING,’ DUST- 
PROOFING and PROTECTION of EXISTING 
CONCRETE, GRANOLITHIC & STONE 


Gives protection against 


DUSTING-ACIDS & OILS 


INCREASES resistance to wear and 
atmospheric disintegration 


Answer to last week's advert. page 73 


Write for pamphlet which es full particulars 
A. A. BYRD &« CO., LIMITED 


210, Terminal House, Grosvenor Gardens, London, S.W.1 
‘Phone: SLOane 5236 ‘Grams : Byrdicom, Wesphone, London 
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FLOOR. FINISHES The table below indicates the principal floor finishes considered appropriate 
for use in various parts of a school. In any particular instance, special 
factors might weigh in favour of one or other of the alternatives shown. Semtex 

AVAILABLE FOR Ltd. is equipped to advise on all floor finishing problems, and specialises in the 
installation of those surfacings marked S in the chart. 


S C a O O L S (The information panel has been prepared without prejudice to any special claim 


made by manufacturers of the materials listed.) 
maa 
QUARRY 










$ $s $ $ s 
woopD | GRANO- 















































































































j 
SEMASTIC 
ASPHALT TERRAZZO 
| TILES FLEXIMERS RUBBER | LINOLEUM CORK BLOCK (7 Meee TILES 
=—— — ——-|} 2 __—————————— — 
] } } 
| 4, ENTRANCE HALLS | ° . | at oe, OF ce | eed - ee ee ee 
| 2. CLASSROOMS oe | * a.) * . Peet leas “ee hee od v 
‘ied cane as _ nee EBEo io) ee Ee x 
| 
3. ASSEMBLY HALLS + | . * * ° z | : La * i 
Pst tales ak |— Pa ee x as Seer 
4. DINING HALLS *+ « * | = . | = | * £3 = Sea 
i Sse SL See ee Spee aS : xa = 
5. KITCHENS Pity amas * Bo ee eh” Se ED ca Ce eco eT . a oe 2 
| 6 CORRIDORS ie * * * . mf. * os a eae 
“7. CLOAKROOMS AND i ed ‘ 3 re % eae 4 ag © a 
|.  LAVATORIES | = be — a eee + Ss . y . 
8 HANDICRAFT ROOMS | | . ae ees Fe . 8 oe 
ape Re aes Se | ier wee 
9. LABORATORIES | A | ss . ‘ vee ss : 
Physical | | | | | * i —8 } 
{ Chemical | . | * * = ani pee = me 7 
1 { See ay et | Prt! PN Ss so = se i 
E ¢ SPECIAL GRADE AVAILABLE FOR INSTALLATION IN THESE SPACES. 
T T E T 
COMPREHENSIVE FLOORING SERVICE 
185-187-189 FINCHLEY ROAD, LONDON, N.W.3 TELEPHONE: MAIDA VALE 6070 
(A Du nlop Company) Branches throughout the United Kingdom and overseas. 
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FORT LUTON 
COUNTY PRIMARY SCHOOL 


(Temporary County Secondary) 
CHATHAM, KENT 


Architects: Read & McDermott, ¥.R.1.B.A., in collaboration with 
S. H. Loweth, F.S.A., F.R.1.B.A., M.LSTRUCT.E., County Architect. 


Contractors for every class of Building and 
Civil Engineering work at home and overseas 


John Laing and Son Limited, Building and Civil Engineering 
Contractors, London, NW7, Carlisle, Johannesburg and Lusaka. 
Established in 1848 
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TRANSLUCENT TYPES 


Georgian Polished Wired, and Georgian Wired Cast, and 
Hexagonal Polished Wired. Hexagonal Wired Cast. 


Supplies are available through the usual trade channels. 


| PILKINGTON BROTHERS LIMITED 


ST. HELENS. LANCS. 


Consult the Technical Sales and Service Department at St. Helens, Lancs., or Selwyn House, 


Cleveland Row, St. James’s, London, SW .1. Telephones : St. Helens 4001; Whitehall 5672/6 
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THE NEUCHATEL ASPHALTE CO. LTD., 58, VICTORIA STREET, LONDON, S.W.I 
BRANCHES AT GLASGOW, EDINBURGH, NEWCASTLE, MANCHESTER, BIRMINGHAM, PORTSMOUTH, PLYMOUTH, FROME, BELFAST 
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THE VERSATILITY }OF STEELWORK 


The frame-work for a 


London block of flats. Fa m I lia r sig hts 


The steel framework of multi-storey buildings, and the steel- 
work of bridges, is a familiar sight that is taken for granted. 
Yet nowhere are the advantages of steelwork more evident: 
all members are pre-fabricated in specialized workshops, 
erected by positive and straightforward means, moreover 
the steelwork is going through the shops while the founda- 

STRENGTH tions are being prepared. 

a These are the advantages, cumulative in their economic 
result, which have established steelwork as the outstanding 


structural medium of the world. 


BRITISH CONSTRUCTIONAL STEELWORK ASSOCIATION, 
OS a ARTILLERY HOUSE, WESTMINSTER, S.W.1. 
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H.M. STATIONERY OFFICE, SIGHTHILL, EDINBURGH. 
CONCAETE kege ope i 
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Versatility of the ALUMINEX 
patent glazing system 


The designers of the Aluminex Patent Glazing system intended 


to invent something more than a new “ dry glazing ” technique. They set out to re- © 


think patent glazing from first principles and create a versatile form of glazing of 
great simplicity that would be an integral part of the design of a building, not a 


mere appendage. 


When the system was designed Archi- 
tects were invited to take the extruded 
aluminium alloy glazing bar, the glazing 
cover strip, the Zed weathering and other 
fitments and clothe their buildings in walls 
of glass or ranging series of roof lights, 
making the appearance and function of 
Aluminex contribute directly to the over- 
all styling of each building. 

The response of Architects to this in- 
vitation was immediate. Indeed, the 
designers’ first notions of the possible uses 
of Aluminex were soon left far behind. 
New potentialities were discovered by 
imaginative minds and the process of 
creative development is still going on. 


Archifects and Aluminex 


On some occasions the Architect’s con- 
ception of the role of Aluminex patent 
glazing in his building constituted a new 
challenge to the engineers. For instance, 
when Sir Percy Thomas & Son, F.R.I.B.A., 
designed ‘the Cold Mill building of the 
Steel Company of Wales’ great plant at 
Margam Abbey they decided that Aluminex 
patent glazing provided all the features 
required for the distinctive sidewall lights 
of the building. The general character of 
the building is enhanced by the neat and 
clean lines of these curved-top ‘* Cascade ” 
windows shown below. 





This special weathering 
detail designed for the 


. Margam Cold Strip Mill 


enabled panes of 
glass to be butted 
together without 
overlap in a _ neat 
and weatherproof 
joint. It enabled 

the Architect's 

** Cascade"’ effect 

to be 
fully carried 
out. See photo- 


graph below. 


success- 


But the technical problems which con- 
fronted: the Aluminex engineers were 
unexpected. A special virtue of the 
system had always been considered to be 
its long, straight lines. Now a curved 
effect was required. The effect was to 
be gained by a succession of straight 
planes but it was inadmissable to break 
the outline of the “‘Cascade”’ by allowing 
panes to overlap each other in a “* lobster 
back ” pattern. Therefore the panes had 
to be butted together. This raised serious 
difficulties in maintaining the watertight- 
ness of the installation. For this job the 


A detail of the Cold Strip Mill of the Steel Company of Wales, at Margam, showing the new ‘‘ Cascade 
dows in Aluminex Patent Glazing. Architect : Sir Percy Thomas & Son, F.R.I.B.A. Engineers : W.S. Atkins & Partners. 


win- 























This is an Aluminex Patent Glazing bar designed 
for double glazing. It is of special aluminium 
alloy extruded to the profile patented by 
Williams & Williams Ltd. The thermal efficiency 
of double glazing built with Aluminex is high. 


Aluminex engineers designed a new 
weathering detail. This was in conformity 
with the normal policy of the Division— 
to take every necessary action in order 
to reproduce, by means of Aluminex, the 
Architect’s own design. This new weather- 
ing detail took the form shown in the 
drawing on the left. It is a development 
of the standard Aluminex Zed weathering 
extrusion which is one of the notable 
features of this glazing system. 


Large scale glazing 


This remarkable versatility of Aluminex 
applies also to the size of the area to be 
glazed. The biggest composite plate glass 
window in the world is the north side- 
wall window of the Brabazon hangar at 
Filton (1,052 ft. long by 50 ft. high). Yet 
it is made of normal Aluminex glazing as 
used in the smallest of industrial buildings. 


There is a further consideration. 
Aluminex is also designed for double 
glazing. This has high insulating proper- 
ties as well as lightness and attractive 
appearance to recommend it. 


Continuous ventilation 


Yet another aspect of this versatile 
patent glazing system is the provision of 
ventilators hung on continuous hinges. 
Aluminex sidewall and roof opening lights 
are constructed in lengths of 200 ft. for 
manual operation and in 300 ft. lengths 
when the opening gear is electrically 
driven. 


Therefore it is no exaggeration to say 
that when an Architect turns to Aluminex 
patent glazing he has at his service a 
method of construction eapable of versa- 
tile applications... It is, moreover, a 
method susceptible of continuing imagina- 
tive development particularly in the field 
of industrial architecture. The company 
is actively interested in all such develop- 
ments and offers the fullest co-operation 
with all Architects who might wish to 
discuss the realisation of new ideas and 
projects. 

For further information please com- 
municate with the Aluminex Division of 
Williams & Williams Limited, Reliance 
Works, Chester. Telephone: Chester 24624 
(10 lines). Telegrams: Reliance, Chester. 
And at Victoria House, Southampton Row, 
London, W.C.1. Telephone: HOLborn 
9861. 
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BUILDERS SINCE 1786 


Y. J. LOVELL & SON LTD 


GERRARDS CROSS 
HIGH WYCOMBE - MARLOW - BEACONSFIELD - EASTBOURNE - EAST GRINSTEAD - HORSHAM 













. PADDINGTON, W.2 
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BURN ORDINARY PARAFFIN 


TILLEY BEAM LIGHT MODEL SDR. 
Pat. No. 580472. Fitted with special 
reflectors top and bottom. 500 candle- 


power. Can also be supplied with an 


internal reflector, as an extra, to throw the 
light all in one direction. Absolutely storm- 
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THERE IS A 


TILLEY LAMP 


FOR EVERY JOB! 











THE TILLEY LAMP COMPANY LTD. — 


15 SACKVILLE STREET, LONDON, W.1 


proof. 





Price £3.15.0 





TILLEY MODEL AL8. 
The ideal lamp for. general 
purposes. 2000 candle- 
power. Fully storm-proof. 
Useful for plastering, 
painting, paperhanging, 
making good, etc., in or out 
of doors. Price 65/- complete 

































W. 1. TALES i? 


TELEPHONE 
ENFIELD 
1271 





BUILDING CONTRACTORS 


ENFIELD -- « 
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DERWENT 
COMBINATION GRATE 







Efficient and economical fire provides heat for a large 
oven, fast-boiling hotplate with extension hob; hot 
closet. Ample domestic hot water and controlled 
room warmth. Overnight burning. 


















3 
= 
= 
S 
MILFORD OVEN-OVER- : 

i FIRE COMBINATION GRATE 

F Similar to the ‘Derwent but without hot 
1 | > /deset. Boiling space for five saucepans. , Flue i 
& ’ 1s * deaning without removing ovens. 











BOILERS B33. AND 622 
Waterway encircles fire and gives high output per 
square foot of heating surface. Bright, clean finish, 
minimum cleaning. 6833 has steel water jacket, B2? 
cast-iron. 













- DERWENT FOUNDRY - MILFORD: NR. DERBY 
22-24, Buckingham Palace Road, London S.W.| r 





ie 
> 
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Hills Patent Giazing at York Road Station, Belfast, for the 
Northern Counties Committee. Engineer: N. C. Cain, B.Sc. 


Hints tesa ctothea Glazing Bars, hermetically ( LAZ | N G 
sealed, have been tested and proved over many years, 


and have for long been adopted as standard practice. 
To fulfil the demand for an alternative to the tradi- 
tional lead clothed bar, Hills also offer HILUMILUX 
Roof Glazing Bars which are fabricated from extruded 
alloy. A unique feature of these bars is the use of 
oiled asbestos cord, rolled and bedded into the 
aluminium cap to ensure a dust-and-water-tight fitting. 
Hills Patent Glazing includes all types of glazed Roof- 
ing, Lantern Lights, Deck Lights, Laylights and 
Ventilation, together with the necessary operating gear. 
Detailed information will gladly be sent on request. 


HILLS vinirep 


ALBION ROAD, WEST BROMWICH, STAFFS 
*Phone: West Bromwich 1025 


London Offices: 125 High Holborn, London, W.C.1 


"Phone: HOL, S00si6 Hills Lantern Lights at New Factory for Messrs. W. Canning & Co “Lid. 


Architects: Harry Bloomer & Son. 
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SMITHS by name 
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PRECAST CONCRETE 
KING wiInDow 


(patent? é& oO) 



































The KING Precast Concrete Window is particularly suitable for Agricultural 











and 9 flyproef, no draught, centrolied 
* ventilation. Note these features; 
@ LOW COST @ NO PAINTING 
@ NO MAINTENANCE @ NO HINGES TO RUST 
@ NO LUNTOL REQUIRED FOR @ CAN BE WIE 
SINGLE STOREY BUILDINGS OR WITHOUT PATENT 
@ IDEAL AS AN ARCHITECTURAL TING CHL 


ec VENTILA 
FEATURE, PARTJCULARLY @ ONLY ONE STANDARD SIZE 
WITH STONE WALLING OF GLASS 
@ SPECIAL LINTOL HLLUSTRATED CAN BE PROVIDED IF REQUIRED 
WRITE OR TELEPHONE FOR FURTHER PARTICULARS TO: 


GEO. W. KING LTD., SitSin"2an 


TELEPHONE: HITCHIN 960 (10 UNES) 























\ HOBBS “ 


STRONG ROOMS 
STEEL DOORS 


FOR ALL RISKS 


Asphalt roofing and tanking . . . industrial and FIRE 

coloured asphalt flooring . . . built-up felt BURGLARY 

roofing . . . to any specification. FLOODING 
EXPLOSION 





Smathe ver HM with wt! HOBBS HART & Co. Lt. 


76, Cheapside, London, E.C.2 





City 1709 
A Aes ee 
Works: 
Staffa Road, Leyton, London, E.10 
ASPHALTSMITHS — EASY TO REMEMBER ! “ Leytonstone 1034/5 “A 








Head Office: 54 Victoria Street, Westminster, S.W.1 
*Phone : ViCtoria 4575. *Grams : TRENCHES, SowesT, LONDON 
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@ Now being built in Britain 

@ Powered by world-famous Cummins Diesel Engine 
@ Available for Sterling 

@ Delivery in 1951 


The world-famous EUCLID Rear Dump Wagon, now 
available for STERLING, will be ready for delivery in 1951 


Place your order now. All orders will be executed in~strict rotation 
With a complete After Sales Service by the Sole Distributors :— 


JOHN BLACKWOOD HODGE:C°™ 


Sales : Works and Service: 
Tl, BERKELEY STREET, LONDON, W.1 HUNSBURY, NORTHAMPTON 


Telephone: Mayfair 9514 Telephone: Northampton 5262 


U.S.A., EIRE, BELGIUM, PORTUGAL, SPAIN, SOUTH AFRICA, EAST AFRICA, WEST AFRICA, 
N. & S. RHODESIA, BELGIAN CONGO, MOZAMBIQUE, INDIA, PAKISTAN, CEYLON, BURMA, AUSTRALIA. 
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Whatever you need ypu will obviate all difficulties of 
supply and quality if you use the “‘ Niclar ”” Service for your 
supplies—in other words you take the short cut to com- 
plete satisfaction. Throughout generations “‘ Niclar” 
Service has grown up with and become linked with the 
Building Industry in the traditional sense, and every indus- 
trial development and progressive theme has been met with 
the appropriate addition to “‘ Niclar”’ Service. A visit to 
** Niclar ’’ House is all that is necessary to fully appreciate 
the comprehensive stocks of manufactured goods available, 
and the modern showrooms are carefully displayed to 
facilitate inspection. Let “ Niclar ”’ Service save you valu- 
able time by meeting your requirements speedily and 
satisfactorily. Furthermore, if you have any problem there 
is a qualified member of the technical staff at your disposal 
to advise upon any subject. 


PAINTS . DISTEMPERS . VARNISHES . IRONMONGERY 
LOCKS . DOOR FURNITURE . COMPLETE SANITARY 
EQUIPMENT . MODERN AND PERIOD FIREPLACES 
DOMESTIC BOILERS . GRATES . STOVES . KITCHEN 
CABINETS AND METAL FURNITURE . STAINLESS 
SINKS . PLUMBERS’ GOODS . LEADED LIGHTS 

GLASS AND GLAZING 


{ 
L. 


allin the MICLAR SERVICE 


me 





a 


NICHOLLS & CLARKE LTD. 
NICLAR HOUSE 
LONDON °* El 


Telephones : BISbopsgate 4842 and 4622 (18 hmes) 
Telegrams : Niclar, Edo, London 











CONTRACTS 
County BOROUGH OF 
DARLINGTON. 














FOUR FORM ENTRY SECONDARY 
GRAMMAR SCHOOL FOR GIRLS. 


DERS are ne for the EREO- 
rion of the ABOVE SCHOOL, accom- 
modation 680 pupils, at HUMMERS 
ENOTT, DARLINGTON. 

Bills of ——. —_ Form of _—. 


rd may bt. 
Central Build. 
or 22nd 


-4 architect. 
riossee. on 

Drawings — details 
cane at the Borough Archi- 


may my tas 
teoct’s office. 

Application scoompanied by a 
deposit of £3 : yr will "he return- 
ab Baca receipt of a bona-fide Tender. 

on the official Tender Form, 

ot ‘be delivered, 2 a plain sezied envé- 
endorsed ‘“ Tender for Niw Girls’ 

Nigh School,” to 


be delivered to H. 
Hopkins, Eeq., Town o. Houndgate, 
Darlington not later 1 p.m. on 
THU DAY, lst YEBRUARY, 1951. 
B 0 BO UG. 8.’ OF 
DUKINFIELD. 
BRECTION OF 36 PERMANENT 
HOUSES ON i ed TREE-LANE 














































Comprising 20 Houses, two-bedroom 
type (five blocks of four Houses). 
Twelve Houses, ‘‘ Duplex ’’ type (three 
blocks of four ‘awellings). Four Houses, 
three-bedroom type ( 
Building Contractors are 
submit Tenders for the erection of the 
36 Houses as above 
Pirms degirous of conhering must apply 
the nea 3 aS not later oa oe 
caueeey. 1951, accompanied 
Spots of £3 3s. (Three Guineas), whic 
will 














be refunded on receipt of a bona- 
=> Tender and the return of documents. 
Tenders, in plain envelopes, endorsed 
“Tender for 36 uses,’"” must be 
delivered to me not later than 12 noon 
on MONDAY. 29th JANUARY, 1951. 
Drawings, Bilis of Quantities ‘and Con- 
of may be 












B.A., Princess- 


’ do not bind them- 
accept the lowest or any 


ERNEST BARLOW 
Town Olerk 













Town Hall 
Dukinfield. 

WHITSTABLE URBAN 
DISTRICT COUNCIL. 
GRIMSHILL ESTATE. 

TO BUILDERS _AND CONTRACTORS. 

Applications are re invited from estab- 

lished Contractors for their names to 

be placed on an approved list of firms 
to TENDER for the following BUILD- 


ING OONTRA 
(1) TWELVE URBAN HOUSES, as 





























follows :— 
Three Blocke (four dwellings each), 
“HH” type. 
(2) TWO URBAN HOUSES, as 
toll mtg 
One Pair ath Ses 
as 






type 
ss (3) TWENTY-TWO BUNGALOWS, 


(a) Three Pairs ‘“‘N’”’ type. 

(b) Four Blocks (four dwellings each), 
“J type 

Applications should be forwarded to 
the undersigned (in an envelope marked 
ee — Housing ’’), not later than 
12 = SATURDAY, the 6th 
JANUARY. 51. 

Bills of ‘eunstiiies in respect ‘of Con- 















tracts Nos. (1) and (2) will be issued 
shortly after that date to selected 
Contractors. 





Bills of Quantities in respect of Con- 
tract No. (3) will be issued in March 
to selected A gg 

K. MORRIS, 
Clerk of the Council. 










The Castle, 
Whitstaple. 
December, 1950. 


B OROUGH OF 
SCARBOROUGH. 


TO BUILDERS. 
The —. COUNCIL are pre- 
receive TE for the 


pared =NDERS 
ERPOTION of 36 HOUSES at EAST- 
Bills of —— and Form of Ten- 


may — and drawings and 
act seen, on appli- 



















lication to tender to be accom- 
pan by a deposit of Two Guineas, 
which is returnable on receipt of a 


bona-fide = jer. 
Sealed Tenders, in envelope pate, 
to be delivered to the Town uae 


than noon on FRIpaY. 
JANUARY, 1951. 
The Council do not bind themesives to 
accept the lowest or any ayy 
H. V. OVERFIELD, M.I.C 
Borough and Water ete. 
Town Hall, 
















URBAN DUS ES.1-0-T 


OCOUNCIL OF ENFIELD. 
THREE-STOREY BLOCK OF FLATS— 


B 
BAKEER-STREET, ENFIELD. 


Building Contractors desirous of TEN- 
DERING for the ERECTI ft of 12 

FLATS, in ONE THREE-STOREY BLOCK 
on the BAKER-STREET 
apply to the Engineer and 
Frank Lee, A. oo 1.C.E., 
Little Park-gar Enfield, be’ 
January, 1951. oetite of 7 A ad and 
Forms of Tender will be forwarded after 
that date. 

All ey must be accompanied by 
& deposit of £2 28., to be returned on 
receipt of @ bona-fide Tender addressed 
@ the a and/or the return 
of all documen' 

Plans and Conditions of Contract may 
be ed at the offices of the 
Engineer and Surveyor as aforesaid after 





3rd January, «1951, on Mondays to 
Fridays between the hours of 9 a.m.. 
and 12.30 p.m 


Tenders must reach the undersigned 
not later than noon on 19th JANUARY, 
1951, and no Tender will be received 
except in a plain envelope, which must 


- be sealed, and must bear the words: 
“Tender for Three-Storey Flats, Baker: 
street, Enfield, but shall bear 


any name or mark indicating the ier. 
The Council do not bind themselves to 
accept the lowest or any Tender 
Contractors tendering will be required 
to submit particulars of similar works 
which have been out by them 


CYRIL 8. C. R. PLATTEN, 
Clerk of the Council. 
Public Offices, 
Enfield. 
23rd November, 1950. = 


BorRoUGH OF DENBIGH. 


_The DENBIGH BOROUGH COUNCIL 
(o make: application 
PROPOSED 





ALTERA 
SALISBURY-PLACE, 
accordance with the plans ate wre by 
Roberts, Esq., Arch., 
A.R.I.B.A., Earl Chambers, Mad and 
Bills ‘of Quantities prepared by Mr. 
A. W. West, F.R.I.C.8., Westuinster 
Bank Chambers, Wrexham 
Copies of the Working Drawings and 
Genera] Conditions may seen at the 
offices of the Architect or ig ee S8ur4 
veyor, as above stated, or at the offices 
of the Borough Surveyor, Council 
Offices, Denbigh. 
Contractors desirous of submitting a 


resse 
than the 8th , wi 
deposit of Five Guineas, payable to the 
Denbigh Borough Council, which sum 
will be returned upon receipt of a bona- 
fide Tender within the cribed time 
and not subsequently withdrawn. 

The Bills " a will be dis- 
Contractors on the 10th 


the under- 


priced Bills 
ay not later tha: 

on TUESDAY, the 6th PEBRU- 
ARY, 1951. 

The Council do not bind themselves to 
accept the lowest or any Tender or to 
pay any expenses in connection with the 

eparation of the Estimate 

Dated this 14th day of December, 
1950. 

H. JONES 
Town Clerk. 
Council Offices, 
Denbigh. 
County BOROUGH OF 


SWANSEA 
EDUCATION COMMITTEE. 
TO BUILDERS. 


TENDERS are invited for the EREO- 
TION of a NBW PRIMARY SCHOOL at 
WEST PENLAN, SWANSEA. 

Drawings and General Conditions of 
Contract a" wekes inspected at the office 





of HH. F.R.I.B.A., 
M. z. San. I., Borough Archi: 





A.M.T.P.I., 
teot, The Guildhall, Swansea. 

Builders. wishing tender ehouki 
make applications to the Borough Archi- 


tect, together with a deposit of Five 
lg (payable to Swansea Corpora- 
tio 


— ls of Quantifies will be issued only 
those who so apply. The deposit 
will be refunded after delivery of a bona- 
fide Tender (which is not subsequently 
withdrawn) and the return ‘of all 
documents. 
Tenders must be delivered to the Town 
Clerk at = Guildhall, Swansea, not 
later than noon on WEDNESDAY, 
FEBRUARY, 1951, and in accor- 
ce th the directions issued 


complete performance of the Contract. 
No guarantee is given that the Jowest 
or any other Tender will be accepted. 
T. B. BOWEN, 
Town Clerk. 








Scarborough. } 
13th December, 1950. 









py een. 
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“it HIGWELL_ URBAN 
DISTRICT COUNCIL. 


DEPOT GARAGE, OLD STATION- 
ROAD, LOUGHTON. 


td ar invited for the CON- 

STRUCTIO & STEEL-FRAMED 
ASBESTOS.CLAD™ GARAGE w house four 
refuse vehicles. 

Specification, Drawing and Form of 
Tender may be obtained from _ the 
Engineer and Surveyor (address below) 
on payment of £3 3s., which will be 
refunded after receipt of a bona-fide 
Tender, not afterwards withdrawn, and 
return of all documents issued. 

Detail drawings and form of contract 
may be inspected at the Engineer and 
Surveyor’s office 
Tenders, in sealed we 3 manans. 
not indicating the sen 

pS. 


1. 
The Council does =e to 
accept the lowest or any Tender. 
J. W. FAULEX ER, 
lerk to the Counoil. 








Council Office 
Old Station- ‘oad, 
Loughton, 
8th December, “1950. 


S A L OP COUN 
COUNCIL. 


ERECTION OF FIVE COTTAGE 
HOMES FOR CHILDREN AT 
““THE VINEYARD,’”’ WELLINGTON. 


TENDERS are invited from Building 
Contractors for this work, and appli- 
cations for Bills of Quantities should 
be sent me as soon as possible, accom- 
panied by a crossed cheque for £2 2s., 
made payable to the Salop County 
Council, the amount of which will bs 
refunded upon receipt of a bona-fide 
Tender. 

Tenders, sealed in endorsed envelopes 
(which “age be supplied and which must 
not bear any mark or name a 
the suatett must be received 
Children’s Officer, 18/20, Castle-street. 
Shrewsbury. not later than 10 a.m. on 
THURSDAY, 18th JANUARY. 1951. 
The Council does not undertake to 
accept the lowest or any Tender, = 
the successful Contractor may be 
quired to enter into a bond for the dus 
completion of the contract. 

A. G. CHANT. 
County Architect. 


y ig § 





Column House, 


December, 2950. 


YOUNTY BOROUGH OF 


READING 


ERECTION OF FLA 
GOSBROOK-ROAD. CAVERSHAM. 


The CORPORATION propose in due 
course to invite from selected firms of 
Building Contractors TENDFRS for the 


The 
prise five three-storey blocks. of which 
four blocks will contain eieht three- 
roomed and four four-roomed flats. and 
one block containing ten two-roomed 
flats and two three-roomed flats. together 
sheds, service roads and 








been prepared by 
8. Bywaters, ne 
F.R.I.B.A., of 5, 'Blooms- 
bury-' street, London, W.C.1, and may be 
inspected at their offices or at the office 
of the Borough Architect, Town Hall, 
Reading. 

Building Contractors who desire their 
names to be considered in connection 
with the invitation for tendering are 
requested to submit their names to the 
Terongh Architect not later than the 
20th JANUARY. 1951, and with that 
application Contractors are reanested to 
give full details of their availab'e labour 
force, Diant and organisation. They are 
also asked to give particulars of any 
similar works carried out by them. 

The Corporation reserve the right to 
select from the anplicants the names 
of firms to he invited to submit com- 
petitive Tenders <n Hills of Ouantities. 
3. F. DARTOW. 

Town Clerk. 
Town Hall. 
Reading. 


OROUGH OF 
WEYMOUTH AND MELCOMBE 
REGIS. 





TENDERS are aes for the EREC- 
TION of 134 HOUSES, arranged in 
PATRS and BLOCKS of FOUR on the 
DOWNCTLOSE HOUSING ESTATE, 
WEYMOUTH. 

Form of Tender, Conditions of Con- 
tract, Bills of Quantities and all par- 
tievlars can be obtained from and plans 
seen at the office of the 
Envineer and Surveyor, 6, 
Buildings, Weymouth, on payment of the 
sum of Two Guineas, which will be 
returned on receipt of a bona-fide Tender. 
Tenders. enclosed in plain sealed _enve- 
lopes and endorsed ‘“ 134 Houses. Down- 
close Contract No. 3,’’ to be delivered 
to the undersigned not later than 
12 o’olock noon on FRIDAY, 26th 
JANUARY, 1951. 

PERCY aa yr 
To 


wn Clerk. 

Municipal Offices, 
eymouth. 
December, 1950. 





Sth "December, 1950. 


December 29 1950 


Boxover OF EALING. 


ERECTION OF TENNIS OOURTS 
PAVILION. 








he @ORPORATION 
TENDERS for the 
TENNIS COURTS 
LAMMAS PA 


Le. ~ 


PAVILION Pe 
ae COLMINGTOS: 
ROAD, EALIN " 


w. 

The Drawings.’ Specification and | orms 
ef Tender may obtained, 
Conditions of Tenarses seen, oon. a) pon 
cation to Mr. W. Seddon, MICE. 
Borough Enginzer and Surveyor, Town 
Hall, Ealing, W.5S, any day during 
office hours upon a deposit be 
returned on receipt of a  bona-fide 
Tender. 

No Tender will be received unless it 
is in a plain, sealed emvelope 

bears the words ‘‘ Tender 





er. 
be delivered at my office 
a.m. on the 22nd 


— » Corporation “do not bind themselves 
ccept the lowest or any Ten 
sated this 16th day of December, 
. B. J. COPE-BROWN. 

wn Clerk. 
Town Hall, 
Ealing, W.5. 

URHAM COUNTY 
POLICE AUTHORITY. 
STANDARD POLICE HOUSES. 
WINGATE-LANE, WHEATLEY HILL. 


ONE PAIR TYPE “B” WITH 
OFFICE. 








TO BUILDERS. 


TENDERS are invited for the work 
required to be done in connectien with 


the ABOVE 

Plans General Conditions of 
Centract can be seen at the County 
Architect’s Office, Court-lane, Durham, 
a Bills of Quantities and Forms of 
ender can p tained o 

to the pg . a 
No Tender will be considered unless 
enclosed and sealed in the endorsed 
——. supplied, addressed to 
er 





MONDAY, 


No. pledge is ” given to accept 
lowest or any Tender. 
G. R. OLAYTON, F.R.I.B.A 
Architect to the Felice caer. 
County Architect’s Office 
Court-lane, 
Durham. 
18th December, 1950. 


Cry OF PETERBOROUGH 


EASTFIELD HOUSING 


15th 
the 


ESTATE. 





TENDERS are invited for the EREO- 
io of 1 SEMI-DETAOHED 

OUSES on the EASTFIELD ESTATE. 
The houses are of five main types con- 
sisting of two types of 
houses and two types of 
houses, all with Fae. 
and Old Peoples’ Bung. 
The houses are in six Grongs. and Con- 
tractors may tender for separate 
groups, any combination of groups or 
the whole number. The sub-division of 
groups will be considered. 

© groups consist of the following 
GROUP ‘‘A’’: 12 Old Peoples’ Bunga- 
6 Be eee 


variations, 


houses ; 


GROUP gi 6 three-bedroom 
houses ; 

GROUP “Gg? 22 = two-bedroom 
houses ; 

GRO “D’”’: 10 two-bedroom and 


v. 
10 three-bedroom houses; 


GROUP “FP”: 2 two-bedroom and 
16 three-bedroom houses; 

GROUP eS 16 two-bedroom 
houses. - 


Contractors are advised to visit the 
City  Engineer’s Office, Town Hall, 
Seenparonen, to inspect the site layout 

house pain before applying for 
Tender d A for 
Bills of Quantities ‘and Forms of Tender 





made to ae F sae omithe and Sur- 
( M.B.E., 


veyor 
Town Hall, Peterborough. 


A.M.I.0.E.), 
before noon on Friday, 12th January, 
the site may 


Trial be 
inspec on or after Monday, 15th 
January, 1951. 
A deposit of £2 2s. should accompany 
= application, — will be returned 
receipt of bona-fide Tender. 
Cheaues should be “made payable to the 
be Treasurer, Peterborough Oorpora- 


the 
on 


holes on 


Tenders ouste be , aeet to 
undersigned not than noon 
MONDAY, 29th JANUARY. 1951. 
The Corporation do not bind them- 
selves to accept the lowest or any 





Tender. 
Cc. PETER qin, 
‘own Clerk 
Town Hall 
Peterboro 


ugh. 
18th Deceasher, 1950. 















ING. 


BTS 


invite 
of 
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‘A FITTING ROOF FOR THE OCEAN TERMINAL 








“TURNALSS 

Sheets cover im 

of the new Océeyaam a a 
Ideal for the rO@Raam Bal PEAY LT 
buildings, ex ibisionian 

hangars, agricultasgaee 

“TURNALL” Come COMBINED SHEETS 
creased protection, in@ (Asbestos — cement) 

The enclosed air betw@& PAT No. 41684 PAT Ao. 47 
skins provides insulag PAT t 

Variations of tempe# 

loss from inside. 


TURNERS ASBESTOS CEMENT CO LTD 


A MEMBER OF THE TURNER € NEWALL ORGANISATION 
TRAFFORD PARK MANCHESTER 17 
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TUBULAR SCAFFOLDING IN SETS 
Available for immediate delivery 


These complete sets of scaffolding with the Big Ben 
time-saving steel fittings provide an ideal initial stock 
to which you may add from time to time as your 


requirements grow. 


UNIT A 


Comprises everything needed for a straight 50’ 0” 
run of Putlog Scaffolding, 20’ 0” high to handrail, 
with three lifts and standards at approximately 8’ 0” 
centres. 520’ 0” run of tube, 32 Double Couplers, 37 
Putlog Couplers, 29 Putlog Heads, 8 Split Joint 
Pins, 7 Base Plates, 2 Swingover Spanners. 


UNIT B- 


Provides a complete Putlog Scaffold for a pair of 
houses of 50’ 0” frontage (Perimeter 150’ 0”) and 18’ 0” 
high to eaves, including three lifts, one with hand- 
rail, with standards at approximately 8’ 0” centres. 


1,790’ 0” run of tube, complete with all fittings 


and spanners. 





STEEL SCAFFOLDING CO. LTD. 


82 VICTORIA STREET, LONDON, S.W.I. Telephone: VIiCtoria 7453 (4 lines) 
LIVERPOOL: ‘phone Royal 4551 * MANCHESTER: ‘phone Moss Side 3272 * BIRMINGHAM: ‘phone Victoria 1008 


DEPOTS AND AGENTS THROUGHOUT THE U.K. 
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HUNTINGDON COUNTY 


COUNCIL. 
— 
_ERUCATION >N COMMITTEE. 


reorcssD ADDITIONAL CLASSEOOM 
LOAKROOM ACCOMMODATION 
ar HUNTINGDON GRAMMAR 
SCHOOL. 


TENDERS are invited for the ABOVE- 
NAMED WORK. Bills of Quantities and 
Forms of Tender may be obtained from 
s. J. Hands, A.R.I.B.A., County Archi- 
tect, County Buildings, "Huntingdon, at 

offices the drawings may be 
inspected. 

Sealed . Tenders, in the envelope 
supplied, endorsed ‘‘ Tender for Hunting- 
don Grammar School, Additional Acoom- 
modation,’” must be delivered to the 
undersigned by not later than 5 p.m. 
on MONDAY, 8th JA NUARY, 1951. 

The lowest Tender will not 
necessarily be 


or any 
accepted. 
JOHN KELL 

Clerk of the Gat toe. 


County Buildings, 


Huntingdon. 
14th 


\ EST 


December, 1950. 
SUSSEX COUNTY 
COUNCIL. 

Contractors desirous of submitting 

2 are 
for permission to tender; 
applications to dressed 

County Architect, County 

Chichester, to reach him not later than 

first post on the llth January, 1951 

BRECTION of & NEW ASSEMBLY 

HALL AND STAGE at the TEACHERS’ 

TRAINING COLLEGE, BOGNOR REGIS 

(Job No. 2500). 

Bills of Quantities will be issued on 

or avout the Ist FEBRUARY, 1951. 

The County Council does not bind itself 
to accept the lowest or any Tender, and 
the firm whose Tender is accepted must 
be prepared to enter into a Contract 
and Bond in a form to be prepared by 


me. 
Cc. HAYWARD 
Clerk” of the County Council. 
County Hall, 
Chichester. 
12th December, 1950. 


GLAMORGAN COUNTY 
COUNCIL. 


CHILDREN’S COMMITTEE. 


TO BUILDERS AND _ CONTRACTORS. 


The COUNTY COU COUNCIL are desirous 
of D “G f the following 
7 OMES. MAESY- 
COE (CONVERSION 
INTO’ RESIDENTIAL NURSERY). 

Comprising alterations and additions 
to the existing building, including 
erection of a new extension thereto, 
together with the necessary drainage, 
paths, paved areas, roads, etc. 

Plans relating to the ‘work may be 
seen during normal working hours at 
the office of the County Architect, L. R. 
Gower, F.R.1.B.A., Glamorgan ‘County 
Hall, Cardiff, and also at the office of 
I. Roderick, Area Clerk, County Offices, 
Courthouse-street, Pont ypridd. 

Bills of Quantities and Forms of Ten- 
der may be obtained from the County 
Architect upon payment of a deposit 
of £2 2s., which will be refunded upon 
receipt of a bona-fide Tender or the 
return of the documents, 

Sealed Tenders on the Forms provided 
and Bills of Quantities, under separate 
seal, to be delivered by Registered Post, 
under one cover, to the Clerk of the 
County Council, Glamorgan County Hall, 
Cardiff, endorsed ‘‘ Tender for Adapta- 
tion of Maesycoed Homes into a Resi- 
dential Nursery,” not later than the 
first post on the 15th JANUARY, 1951. 

The Council do not bind themselves to 
accept the lowest or any Tender. 

A. CLIFFORD WALTER, 
Deputy Clerk of the 
County Council. 
Glamorgan County Hall, 


Cardiff. 
December, 1950. 


18th 
RoroucH OF LAMPETER 


BRYN HOUSING. 


TENDERS are invited for 26 TRADI. 
fTIONAL HOUSES (SIX being BUNGA- 
LOWS for AGED PERSONS) at the 
ABOVE SITE, on which roads and 
sewers are now being constructed, 
plans prepared by. Messrs. T. 

Lloyd & Gordon Y. / A.R.1.B.A., 

Cathedral-road, Cardiff. Bills of Quan- 
tities and Tender Forms for these works 
can be obtained by Logg — 
who send in their names to the unger- 
signed by not later than 8th JANUARY, 
ig enclosing a deposit cheque of 

3 3s. 


othe ‘drawings may be inspected at the 
Architects’ offices or by See to 
the Town Clerk’s Office, Lampeter. 
Contractors can tender for the erection 
of all the houses or for batches of 

8. and 12 respectively. The Council do 
not undertake to accept the lowest or 


der. 
eomkikat. % REGINALD LLOYD. 
wn Clerk 
28. Hi -- igiaaae 
Lampe 


18th 1950. 


4 ae 
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SU SSEX COUNTY 


Ws? Socsou 


Shee tor desirous of Na 
UllLviNG PBOVECL are invited to 
apply tor permission to 
applications to ve addressed 
County Architect, County all 
Chichester, to reach him not later than 
first post on the he oe 1951: 
BRECTION of SING 


E-STOREY 
BUILDING of LIGHT STREL. FRAME 
= Re Re UCTION to provide 
OCCUPATION CBNTRP at 


BROUGHAM- ROAD. WORTHING. (Job 
No. 2222.) 


Bills ot 
or about the 
The County 
itself to accept 


Quantities will be issued on 
9th FEBRUARY, 1951. 
Council does not bind 
the lowest or any Ten- 
der, and the firm whose Tender is 
accepted must be prepared to enter into 
a Contract and Bond in a form to be 
prepared by me. 
T. C. HAYWARD. 
Clerk of the County Council. 

County Hall. 

Chicnester. 

15th December, 1950. 


County COUNCIL OF 
NORTHUMBERLAND, 


COUNTY ARCHITECT’S 
DEPARTMENT. 


TENDERS are required for ie EREC- 
TION of a COUNTY MODERN SCHOOL 
(450 places) at SEATON BURN in the 
COUNTY OF NORTHUMBERLAND. 
Contractors desiring to be considered 
for inolusion in the list of tenderers for 
this work should forward particulars of 
their name and address, together with 
@ deposit of £5 5s. to the County Archi- 
tect at the address stated below not 
ae than WEDNESDAY, 3rd JANUARY, 


Cheques, Money Orders, etc., should be 
crossed and payable to ‘‘ The County 
‘Treasurer.”’ 

No Tender will be received except in a 
plain sealed envelope, which may bear 
the words ‘‘ Tender for Erection of 
County Modern School, Seaton Burn,’’ 
but shall not bear any name or mark 
indicating the sender. 

Deposits will be returned to Contrac- 
tors on receipt of @ bona-fide Tender 

The County Council do not bind them- 
selves to accept the lowest or any 
Tender. 

County Hall, 

Newcastle-upon-Tyne, 1. 


DUkaM COUNTY 
POLICE AUTHORITY. 


STANDARD POLICE HOUSES. 


TINDALE-CRESCENT, 
BISHOP AUCKLAND. 


ONE PAIR TYPE “B” 
SEMI-DETACHED. 


TO BUILDERS. 


TENDERS are invited for the work 
required to be done in connection with 


General Conditions of 
can be seen at the County 
Architect’s Office, Court-lane, Durham, 
where Bills of Quantities and Forms of 
Tender can be obtained on applying 
to the undersigned. 
No Tender will be considered unless 
enclosed and sealed in the endorsed 
envelope supplied, addressed to the 
Clerk to the Police Authority, Shire 
Hall, Durham, and delivered not later 
than first _ MONDAY, 15th 
3 
is given to accept the 
lowest or any Tender. 
G. CLAYTON, F.R.I.B.A., 
Architect to the Police Authority. 
County Architect’s Office, 
Court-lane, 
Durham. 
18th December, 1950. 


DURHAM COUNTY 


POLICE . AUTHORITY. 
STANDARD POLICE HOUSES. 


EST ‘VIEW- ROAD, 
HART. ROAD, HARTLEPOOL. 
TWO PAIRS TYPE “B” 
SEMI-DETACHED AND ONE PAIR 
TYPE “B” WITH OFFICE. 


TO BUILDERS. 


TENDERS are invited for the 
doue in conpection 


work 
with 


Conditions of 
D can be seen at the County 
Architeot’s Office, Court-lane, Durham, 
where Bills of Quantities and Forms of 
Tender can be. obtained on applying 
to the undersigned. 
No Tender will be considered unless 
enclosed and sealed in the endorsed 
envelope supplied, addressed to 
to the Police Authority, 
Durbam, and — not s 
MONDAY, 15th 


accept the 


and General 


1. 
No pledge : gives to 
west or an ‘end 
ee .: F-R.1.B.A. 


cL YTOS 
Architect to the Police Authority 
County Architect’s Office, 
Court-lane, 
Durh 


am. 
18th December, 1950 


| the names 








N ORTH A MPTONSHIRE 
. COUNTY COUNCIL. 
EDUCATION COMMITTEE. 


TENDERS from public works contrac 
tors are required for the ERECTION of 
the following SCHOOLS under the 
Authority’s 1950 Ibuilaing Programme. 

Kettering: Three-sto:ey Technical 
Institute. 

2. Rusiden: Exensions to Tennyson- 
road County Modern Scheo! 

3. Corey: Two-form entry 
Infants’ School. 

Steel framing and precast concrete 
Hlooring will ve used-in the case of 
Nos. 1 and 2, and light section pressed- 
stee| framework in single-storey con- 
struction in the case of No. 3. 

Separate Tenders are required for each 
school, and contractors may submit 
fenders for one or more gchools. 

Contractors cesirous of tencering are 
mvited to send in their names: to the 
County Architect, County Hall, North- 
ampton, by first post on WEDNESDAY, 
10th JANUARY, 1951, stating for 
which schools they wish to tenger. From 
received the Committee will 
select firms, to whom Bills of Quan- 
tities will be sent in aue course. 

fhe Committee do not bind themselves 
to accept the lowest or any Tender. 

ALAN TURNER, 
Clerk of the County Council. 
County Hall, 
Northampton 
14th December, 1950. 


GWADLINCOTE URBAN 
DISTRICT COUNCIL. 


MIDWAY ES ESTATE. 


TENDERS are invited for: 

(a) . 4 THREE- 

PE A/3; 
e ER of 4 THREE-BED- 

ROOM HOUSES, TYPE 9.3:3/2 
Contractors wishing to tender for 
either or both contracts sheuld submit 
to the Engineer and Sur- 
veyor, Bank House, Midland-road, Swad- 
lincote, together with a deposit of £2 2s. 
in respect of each contract, not later 

than the 6t JANUARY, 1951. 
Documents will be dispatched after this 

date to interested Contractors. 

J. ee tne 


lerk of 
Clerk’s Office, 
Swadlincote, 
Burton-on-Trent 
19th December, 1950. 
BOROUGH C OF MANSFIELD. 


ABBOTT-ROAD _ LOOSING ESTATE. 


County 


the Council. 


TENDERS are “invited for the CON- 
VERSION of EXISTING DORMITORIES 
and ABLUTION BLOCKS into LIVING 
UNITS on the ABBOTT-ROAD HOUS- 
ING ESTATE. 

Copies of the General Conditions may 
be seen and Plans and Specification ob- 
tained from the Borough Engineer and 
Surveyor, Carr Bank, Mansfield, on and 

Thursday, the 28th December, 

upon payment of a deposit of 

2s., which shall be returned upon 

the receipt of a bona-fide Tender not 

subsequently withdrawn and the return 
of all documents. 

Tenders should be submitted and — 
in the envelope provided and to 
delivered to the Town Clerk, Carr Bank. 
Mansfield, not later than 12 noon on 
THURSDAY, the llth JANUARY, 1951. 

The Council does not bind itself to 
accept the lowest or any Tender, and 
the provisional acceptance of a Tender 
by the Council will be subject to the 
approval of the Ministry of Health. 

A. €. SHEPHERD, 
Town Clerk 
Carr Bauk, 
Mansfield. 
December, 


cou NTY 


1950. 


BOROUGH _ OF 
SOUTHAMPTON. 

TO BUILDERS AND CONTRACTORS. 

TENDERS are oS Ph ee for the 
ERECTION of a SH and CON- 
VENIENCP at the FLOATING BRIDGE, 
WOOLSTON HARD. 

Application to tender must be accom- 
panied by a deposit of £2 or the 
Borough Treasurer’s receipt for same, 
and must be addressed to, and reach, 
the Borough Architect not later than 
5th January, 1951. 

The Form of Tender, Specification and 
Drawings, together with Supplemental 
Conditions of Contract, will be forwarded 
a, Contractors who have applied as 
a 

The. Contract will be the current form 
issued under the sanction of the Royal 
Institute of British Architects, plus 
Supplemental Conditions, and will be 
available for inspection at the Borough 
Architect’s office. 

Deposits will be returned on receipt 
of @ bona-fide Tender (not subsequently 
Se or on return of the docu- 


feeders, on the form and in the — 
envelope provided, must be address to 
the undersigned, and delivered poor 4 
than 10 a.m. on the 3ist day of 
JANUARY, 1951. 
R. RONALD H. MEGGESON, 
Town Clerk 
Civie Centre, 
Southampton 





4! SUSSEX 
COUNCLL. 
“Tas — 


COUNTY 
BAITLE. 


Demolition Building 00 rs 
desirous of Submitting ENDEES for 
the UNDERMENTION WORK are 
invited to apply for permission to tender. 
Such applications to be aduressed to the 
County Architect, County Hall, Lewes, 
to reach him not later than the 12th 
January, 195 

DEMOLITION, PURCHASE and RE. 
MOVAL of ail maierial, etc., contained 
in the building known as ‘‘ The Towers,” 
Battle. 

Specification, together with Form of 
Tender, will be issued on or about aa 
13th January, 1951, and Tenders wi 
— by the Ist FEBRUARY. 


does not bind 
lowest or any 
Contractor 
into a oon- 
form to 


The County Council 
itself to accept the 
Tender, and the successful 
will be required to enter 
tract and bond in a 
approved by me. 
H. S. MARTIN, 

Clerk of the County Counc 
County Hall, 
Lewes. 
December, 1950. 


GANT IVES RURAL 
DISTRICT COUNCIL. 


TENDER FOR HOUSES. 

TENDERS are invited for the EREC- 
TION of EIGHT HOWSES at FENSTAN- 
[ON, comprising one nen of four 
houses ana two f-ns, ith footpaths 
and bouse drains, on a si te where roads 
and services are provided. 

Bills of Quantities, etc. can oe 
obtained upon application to’ the Coun- 
cil’s Architects, Messrs. Lea, j 
Doe & Wardley, of 4, Market 
Huntingdon, upon.a deposit or £2 . 
by cheque, payable to the Council, which 
will be refunded upon receipt of a bona- 
fide Tender. 

Sealed Tenders. on the 
the envelope provided, marked ‘‘ Hous- 
ing Tender.’’ must be delivered to me 
not later than 25th JANUARY, 1951. 

The Council does not bind itself to 
accept the lowest or any other Tender 
and accepiance is. subject to the approval 
of the Ministry of Health. 

E. A. N. JONES, 
Clerk of the Council. 

Council Offices, 

Priory-road, 
Saint Ives, 
Hunts 
20th December, 1950 


OUNTY BOROUGH OF 
MIDDLESBPOUGH. 


EDUCATION COM_DTTEE. 


Applications are invited from Building 
Contractors wishing to TENDER for the 
UNDERMENTIONED WORK : 

ERECTION OF STAINSBY SECON- 
DARY SCHOOLS, comprising a total of 
1,020 Secondary School Places in two 
Schools on a site of 43 acres. 

App’~ations should be submitted to 
the Jirector of Education, Education 
Offices, Woodlands-road, Middlesbrough, 
by letter, not latér than 15th January, 
195I, accompanied .y a deposit of 
£5 5s. (Five Guineas), returnable on 
receipt of @ bona-fide Tender and all 
documents issued, and should contain an 
assurance that the ciJplicant has the 
necessary financial and material resources 
and the organisation to carry out the 
work. In the submission of tenders due 
allowance will have to be made by 
Contractors for the importation of labour 
should the Contractor consider that his 
present labour force will not be adequate 
to carry out the work expeditiously. 

Copies of the Bills of Quantities, and 
other relevant documents. will be avail- 
able for issue on or ctat 15th JANU- 
ARY, 1951. The Council does not bind 
itself to accept the lowest or any Tender 

PAR 
Town Clerk. 


+ ITY OF WAKEFIELD. 


PROPOSED ERECTION OF ONE 
LOCK ¢™ 18 FLA 
GEORGE- STREET, WAKEFIELD. 


form and in 


TENDERS are invited by the Housing 
and Town Planning Committee for the 
ERECTION of ONE BLOCK of THREE- 
STOREY TWO-BEDCXOMED FLATS 
together with OUTBUILDINGS, PATHS 
and SITE WORKS in GEORGE-STREET,. 
WAKEFIELD 

The Drawings and Conditions of Con 
tract may be inspected and the Bills 
of Quantities may be obtained at 

i Engineer’s Office, Town Hall 

on or after Saturday, 20th 
pry ye 1951, “ ayment of a deposit 
of Two Guineas 2s.), which will be 
returned in full om receint of a bona- 
fide Tender. Cheques should be made 
payable to Wakefield Corporation, and 
crossed “ & 

Tenders, in the endorsed envelope, 
must be received at the Town Clerk’s 
— om =. Wakefie'd, not later 

an 10 on MONDAY, 12th 
FEBRUARY. "1951. 
The Corporation does not bind itself 
to accept the lowest or any Tender. 
Ww. 8. des FORGES. 
Town Clerk 
1950 


20th December 





82 


BokeuGH OF LUTON, 
MUNICIPAL AIRPORT. 
ERECTION OF CONTROL TOWER. 


TENDERS are invited for the EREC- 
TION and COMPLETION of a brick and 
reinforced concrete CONTROL —— 
rae gg ee 52 tt. 6 in. high fro 
und to roof, at the LUTON MUNI. 
GIPAL AIRPORT. 

The Plans and Conditions of Contract 
may be seen at the offices of, and Bills 
of Quantities, Specification and Form of 
Tender obtained from, the Borough 
Engineer, Town Hall, Luton, on pay 
ment of ‘a deposit of £2 2s., which Pelli 

returned on receipt of a bona-fide 
Tender which is not subsequently with- 


made payable to 


” 


must be 


the official enve- 
pelivered to the 
than noon on 


enclosed in 
must be 
later 


Tenders, 
lope provided, 
undersigned not 
FRIDAY, 12th JANUARY, 1951. 

The Council do not bind themselves tv 
accept the lowest or any Tender. 

W. H. ROBINSON, 
Town Clerk. 
Town Hall, 


uton. 
20th December, 
B ROUGH O F 
BEDDINGTON AND WALLINGTON. 


ERECTION OF 12 FLATS 
, ABINGER-CLOSE, WALLINGTON. 


The CORPORATION will shortly be 
inviting TENDERS for the ABOVE 
WORKS, which will be carried out under 
the supervision of the Borough Engineer 
and Surveyor. 

The Corporation se to obtain 
Tenders by sending Taille of Quantities 
to a limited number of Contractors, 
and enact hope wenees to be considered 
are invited apply not later than 
MONDAY, eth. ee te 1951. 

A. BATEMAN, 
Town Clerk. 


1950. 


Town Hall, 
Wallington. 
BATTERSEA 
COUNCIL. 

TO CONTRACTORS AND OTHERS. 


The COUNCIL invites TENDERS for 
the following for 12 months from lst 
April, 1951: 

Motor-lorry Hire and Occasional Horse 
Hire; 

Pre-cast Concrete Flags; 

Tools, etc.; 

Ironmongery, etc. 

— and “Parpaving (for laying 
cold 
Cold Asphalt (for Wearing Courses); 

Asphalt (Two-course Hot Process); 

Asphaltic Bitumen Road Emulsion for 
Celd Grouting and Surface Dressing; 

Granite Chippings; 

Granite Kerb; 

Natural Aggregates and Sands; 

Bricks, Lime, Cement, etc.; 

Iron Castings; 

Soavengers’ Brooms and Brooms for 
Motor Road Sweepers; 

Stoneware Pipes, etc.; 

Window Cleaning. 


BOROUGH 


Forms of Tender, containing full par- 
ticulars, may be obtained at the Town 
Hall, Lavender Hill, 8.W.11, or by send- 
ing me a stamped addressed envelope 
under cover, endorsed ‘‘ Tender Form,”’ 
and no Tender will be considered unless 
made on such a form. 

Tenders, in separate envelopes, sealed 
and pees on od 0 png ms hogy! for 

** must be delivered to p.m 
on on MONDAY, gona cANOARY. 1951. 
R. G. BERR 


Town Clerk. 
Town Hall, 
Battersea, 8.W.11. 
AMENDED ADVERTISEMENT. 


TAN DISH-with-LANGTREE 
URBAN DISTRICT OOUNCIL. 


GROVE-LANE WOUSING ESTATE. 
CONTRACT FOR ERECTION OF 20 
HOUSES. 


TENDERS are invited for the eane. 
TION of 20 20 - DUSES on the ABO 


N. 

yr MR ing ‘for copies of Specifica- 
tions, Bills of Quantities, and Form of 
Tender should be 

ne > M.1LM 


Kenneld House 
a ‘as app en must 
cheque of £2 2s.. 


the Standish-with- Lang- i 


able to 
made payad District Council, which 
posit will be returned on receipt of a 
bona-fide Tender 
Contractors —ie have already applied 
for Forms of Tender, eto., or have sub- 
mitted Tenders under the original adver- 
tisement, will be communicated with. 
Tenders must be delivered to the 
underaigned J aa — Se 
** Housing der” no than 
= m4 SATURDAY, 13th TANUARY. 


“the Counci] does not bind itself to 
accept the lowest or any —— A 
AGierk tthe h nes 1. 
erk of é Counci 
Council Offices. : 
Staudish. 


22nd December, 1950 








THE BUILDER 


RURAI. 
UNCIL. 


HOUSING—BASEBOURNE SITE 
16 HOUSES AND 8 FLATS 
(SEOTION 4). 


M!PHuRST 
DISTRICT 00’ 


the COUNCIL tuvite APPLICATIONS 


DWELLINGS on the 
Suc applications are 
to the Council’s Architect, 
field, F.R.1.B.A., at “ Newstead, re 
hurst, Sussex, accompanied by 

of One Guinea, which mwill be returned 
on receipt of a bona-fide Tender and the 
return of the Documents supplied. 

The Council do not bind themselves tu 
accept the lowest or any Tender. 


L. ©. WORT, 
Clerk of the 
Council Offices, 
North- at 
Midhur: 
‘Sermneer, 1950. 


22nd 
Cory OF MANCHESTER. 


Council. 


The Central peciiasind Committee in- 
vite Tenders for MM: SELE D 
COMMON. SECONDS ENGINEERING 
and SECONDS FACING BRICKS required 
by the Corporation for the 12 months 
ending the 3lst March, 1952. 

Forms of Tender, containing Specifica- 
sion and approximate quantities required, 
may be obtained from the Director of 
Housing, Town H 2. 

Sealed Tenders. 

Chairman of the Central Purchasing 
Committee ’’ and endo. ‘Tender for 
Bricks,’’ must be delivered at the Town 
Clerk’s Office, Town Hall, Manchester, 2, 
not later than 12 NOON on WEDNES- 
DAY, the 24th JANUARY, 1951. 
The Committee do not bind themselves 
to accept the lowest or any Tender. 
PHILIP B. DINGLE, 
Town Clerk. 

Town Hall, 

Manchester. 2 

December, 1950 


ALTBURN & MARSKE-BY. 
THESEA URBAN DISTRICT 
OUNCIL. 


ERECTION OF 36 HOUSES ON THE 
MARSKE-ROAD HOUSING  H5STATE, 
SALTBURN-BY-THE-SEA. 


The a 

the ER 

separate 2 
ACT A 


Pcs TENDERS for 
36 HOUSES in two 


off 
AI Pairs Type DK/ 
3/T/3—3 ns room 

CONTRACT B.—7 pairs ditto. 

eae may Tender for either or 
both contracts. 

Tender Forms, Preliminaries, Specifica- 
tion and Bill of Quantities may be 
obtained from Mr. W. R._ Ellis, 
M.1I.Mun.E., —— and Surveyor, 
re Offices, Saltburn, upon payment 
of £2 2s., which deposit will be Poturacd 
to the Tenderer on receipt of a bona- 
fide Tender. 

Condition of Contract and Drawings 
may be inspected at the Office of the 
Engineer and Surveyor. 

Sealed Tenders, enclosed in an envelope 
bearing no name or mark revealing the 
identity of the sender, and endorsed 
“Contract A” or “Contract B,” as the 
case May be, must be received by the 
undersigned not later than .m. On 
the 23rd JANUARY, 1951. 

The Council do not bind themselves to 
accept the lowest or any Tender 


. BE. HORGAN, 
: Clerk of the Council. 
Council Offices, 
—— by- -the-Sea, 
20th December, 1950. 


OUNTY BOROUGH OF 
WALLASEY. 


PARK COUNTY INFANTS’ SCHOOL. 


TENDERS, to reach the undersigned b 
NOON on MONDAY. ag JANUARY, 
1 , are invited for the ERECTION of 
the ABOVE - MEN TIONED SCHOOL. 
Applications to tender, accompanied by 
a deposit of £2 2s., should be sent to 
the Borough Architect, Town Hall, Wal- 
lasey, and the Bills of Quantities and 
Form of Tender will be forwarded as soon 
as they are available. Deposits are 
returnable on receipt of a bona-fide Ten- 
der, or the return of all documents prior 
to the closing date. The Corporation do 
not bind themselves to accept the low- 


est or any Tender. 
A. G. HARRISON, 
Town Clerk. 


tes UNTY BOROUGH 
CROYDON. 


NOTICE TO BUILDERS. 


CONTRACTORS who wish to be ine 
cluded _in a _ selected list of Tenderers 
for BUILDING 
ING ACOOMMODATI u 
East Beotion of New Addington Housing 
Estate and who have the organisation 
and building labour force to carry out 
the work with expedition, should send 
their names to the Borough Enginocor 


immediately 
E. TABERNER, .- 
Town Clerk. 
Town Clerk, 
Croydon, 


Or 





MANCHESTER REGIONAL 
HOSPITAL BOARD. 


WHITTING: “HOSPITAL _nenase- 
MENT COMMITTE 


TO BUILDING CONTRACTORS. 


TENDERS are invited for the *- 
STRUCTION of ROADS and SEWERS t 
taff Houses at WHITTINGHAM 
HOSPITAL, NEAR PRESTON 
Applications for Form of Tender, Con- 
ditions of Contract and Bills of Quanti- 
ties, accompanied by a deposit of £2 2s 
(which will be refunded on reciept of a 
Tender and 
documents), must be 
Duffy, F.R.1.B.A., 
Board, Manchester Regional Hospital 
Board, Third Floor, Sunlight House, 
Quay-street, Manchester, 3, not later 
than 12 noon Wednesday, 3rd 
January, 1951. should be 
made payable to *“* Manchester 
Regional Hospital Board,’’ and crossed. 
Copies of the drawings and Conditions 
of Contract may be inspected at thi 
offices of the Architects for this scheme 
—Harry Walters, Esq., A.R.I.B.A., 18, 
Guildhall-street, Preston. 
he Contractor whose Tender is ac- 
cepted will be required to provide satis- 
factory surety for the due performance 
of the contract. 
Board does not bind itself to ac- 
cept the lowest or any other Tender 
Tenders are to be submitted or 
prescribed for , enclosed in 
sealed envelope endorsed ‘‘ Tender for 
pe eg of Roads and Sewers, Whit 
ngham Hospital,’’ and must be de 
preced to the undersigned not later than 
2 NOON on WEDNESDAY, 24th 
JANUARY. 1951 
- GIBBON, 
Secretary of the Board. 
1, North-parade, 
Parsonage-gardens, 
Manchester. 


ELLINGBOROUGH 
URBAN DISTRICT COUNCIL. 


CROYLAND HALL FARM ESTATE. 


other contract 
made to Thomas 
Architect of the 


bona-fide 


plaip 


Building Contractors desirous of ten- 
dering for the ERECTION of 76 HOUSES 
on the CROYLAND HALL FARM 
ESfATH should apply to Mr. R. Kilby, 
M.I.Mun.E., Engineer and Surveyor, 
Counci] Offices, Wellingborough, by the 
15th January, Da. 

All applications must be accompanied 
by a deposit of £2 2s., to be returned 
on receipt of a bona-fide Tender 

Bills of Quantities, Specifications and 
Forms of Tender will be sent out on or 
after the 15th January, 1951, together 
with instructions regarding ‘the sub- 
mission of Tenders. 

Plans and conditions of Contract may 
be inspected at the offices of the 
Engineer and Surveyor after the 15th 
ee 1951, during the usual office 
ours. 

The Counci] does not bind itself to 
accept the lowest or any nder. 


--@. MER, 
Clerk of the Council. 
Council Offices. 
Swanspool, 
Wellingborough. 
22nd December, 1950. 


ARE RURAL 
COUNCIL. 


TENDERS are invited for the OON- 
STRUCTION of OND BLOCK OF FOUR 
fe TYPE II at STANDON, eee 
B OF FOUR’ HOUSES 

TYPE Ila at HIGH CROSS. 
ane Forms and Bills of Quantities 
on payment of a deposit of £1 1s. may 
be obtained either from Messrs. W. R. 
Davidge & Partners, 5. Victoria-street, 
Westmingter, London, S.W.1, or from the 
Surveyor to the Council at the address 
below. Contractors may tender for 

either site or 
Tenders to be submitted 


DISTRICT 


in sealed en- 


b . 
“ar not later than 5th FEBRUAR 

Jt. 

Plans may be seen either at the Offices 
of Messrs. W. R. Davidge & Partners, 
o1 at the Office of the Ware Rural! Dis- 
trict Council, 97, -New-road, Ware, 

erts. 


E. J. HOWLETT, 
Clerk of the Council. 
Council Offices, 
97, New- ee. 
Ware. 
21st December ” 1950. 


PUBLIC APPOINTMENTS 


EST SUSSEX COUNTY 
COUNCIL. 


COUNTY ABCHITECT’ 8 
DEPARTMENT. 





Applications are invited for the 
appointment of a SENIOR ASSIST ANT 
ARCHITECT, at a salary in accordance 
with Grade VII. A.P.T. Division (£635 

of the National 


Guichester. 
tions must be 


e 
submitted not later than 
the 19th JANUARY. 1951. 
. ©. YWARD, 
Olerk of the County Council! 

vy Hal, 
Chichester 

ZOth December. 


1950 





December 29 1950 


[SLE OF WIGHT 
COUNTY COUNCIL. 


COUNTY ARCHITEOT’S DEPARTMENT. 


P. lications are invited for the 

tment of & SENIOR ASSISTANT 

ABOHITECT on the permanent staff of 
Architect’s 


(£595—£660 per annum). 

andidates should be Associates of the 
Senn Institute of Me aritian Architects 
or hold @ similar qualification, and pre- 


tional buildings and other arohitectural 
work undertaken by a lecal authority. 
Applications, on forms te be obtained 
from the County Architect, Mr. 
ear i. Booth, A.B.LB.A., 
M.T.P.I., should be returned, m- 
Plated. to the undersigned at the ‘address 
stated below,~together with a copy of 
one recent testimonial and the names of 
two persons to whom reference oan be 
nee not later than 15th JANUARY. 


L. H. BAINES, 
Clerk of the County Council. 
County Hall, 
Newport, I.W. 
12th December, 1950. 


Cir OF BIRMINGHAM. 





PROPOSED COLLEGES FOR 
TECHNICAL, COMMERCIAL AND 
ART EDUCATION, 

BIRMINGHAM. 


APPOINTMENT OF TEMPORARY 
ASSISTANT CLERK OF WORKS. 


The Education Committee invite appli- 
cations for the ee of a TE. 
PORARY ASSIST. CLERK OF 
WORKS at the aa site at a com- 
mencing salary of £375 per os. 
rising, by annual increments of £15, 
£420. The appointment will be p= hey 
to the rules and regulations 
Education Committee and will be termin- 
able by one month's notice on either 
side. 

Applications, stating age, qualifications 
and experience, together with the names 
and addresses of three seeerenn, should 
be in an envelope 

porary Assistant Clerk of | Works, 
Gosta Green,’”’ and should be forwarded 
to the undersigned so as to be received 
not later than the ioth JANUARY, 
1951. Canvassing will be considered as 
a disqualification. 

E. L. RUSSELL 

Chief Education Officer. 
Education Office, 
Council House, 
Margaret-street, 
bie Feat 
SB/NAE/ 
21st December, 1950. 


HESTERFIELD RURAL 
DISTRICT COUNCIL. 





APPOINTMENT OF 
PUBLIC WORKS MANAGER. 


Applications are invited for the above 
appointment at @ salary within Grade 

of the National Scale of Salaries 
(£850 per annum, rising, by three 
annual increments of £50, to a maximum 
of £1,000). The appointment will be 
subject to ‘the National Joint Council’s 
Scheme of Conditions of Service, except 
that the hours of work will euch 
as are necessary properly Yo carry out 
the duties of the office, and to the pro- 
visious of the Local Government Super- 
annuation Act, 1937. 
The successful candidate will be re- 
quired to pass & medical examination by 
the €ouncil’s Medical Officer of Health, 
and the appointment will be subject to 
one month’s notice on either side. 
Applicants must be capable of manag- 
ing the whole of the building work 
carried out by the Co’ by direct 
labour, both in the erection of houses 
and other small buildings and in the 
renovation, alteration and maintenance of 
all properties under the control of the 
Council. They must also capable of 
managing road and sewer works cagriei 
out by direct labou 

Applicants must either have held a 
similar position swith another loca! 
authority or public body or have had 
extensive large-scale 
contractors and~ civil 
engineering work. They must be highly 
competent in management, administra- 
tion and the control of labour. They 
must be thoroughly experienced in build- 
ing construction, estimating, costing and 


housing accommodation for the successful 
applicant if required. 

Applications, giving age and full details 
of professional qualifications and experi- 
ence, together with the names of three 
persons to whom .reference may be made, 
should be submitted to the undersigned 
not later than MONDAY, the 15th day 
of JANUARY, 1951, endorsed “* Public 
Works Manager.” 

Canvassing, either directly or in- 
directly, ih disqualify. ‘ 


F. W. 
Rural Council House, 
Chesterfield. 


BROOM 
Clerk. 





December 29 1950 


LONDON COUNTY. 
COUNCIL. 


P. — oe Rwy for positions 
Encurt RAL ASSISTA RT T 
& year) in the 
Housing y Fg Valuation Department. 
salaries will be determined 
aovending to qualifications and experi- 
ence. Engagement will be subject to ee 
local Government Superannuation Acts 
and successful candidates will be eligible 


for for 
the permanent stadt on the occurrence 
ies. 

Successful candidates will be required 
to assist in the design, layout and pre- 
paration of working drawings for hous- 
ing sc toottee and multi-storey 
flats) aad will gaaheet in the 
Housing larenitect's 

Forms of application may be obtained 
from the Director of Housing, The 
County Hall, Westminster Bridge, 8.EB.1 
(stamped addressed env. req . 
and quote reference A.A.l). Canvassing 
disqualifies. (826) 


NORTH THAMES GAS 
BOARD. 











Applications are invited for the follow- 
ing appointment in the Architect’s Sec- 
tion of the a Engineer’s 

f Wes EN 


The appointment is ef a Bye | 
nature, and pension arrangements will 
be discussed with short-list candidates. 
Applications, stating age, qualifications, 
and particulars of p 
held, must be submitted te the Staff 
Controller North Thames Gas Board, 

Kensington Churek-street, bs 

rs. quoting reference 9757. 


BoRoUGH OF FALMOUTH. 











APPOINTMENT OF ARCHITECTURAL 
ASSISTANT. 





Applications are invited for 
appointment of ARCHIT HOTURSE 
ASSISTANT in the Borough Engineer and 
Surveyor’s ee, at a salary in 
accordance with Grad 
National Scheme, £480 z £15-£525 per 


intment is a permanent one 
and will be subject to the National 
Scheme of Conditions of Service, the 
Local Government Superannuation Act, 
1937, and to termination by one month’s 
notice on either side. The successful 
candidate will be required to pass a 
satisfactory medical examination. 
Candidates must have passed the Inter- 
mediate Examination of the Royal Insti- 
tute of British Architects or hold an 
equivalent qualification, and have ex- 
perience in Housin; sign 

Applications, endorsed mr Architectural 
Assistant.’’ stating age, qualifications 
and experience, together with copies of 
three recent testimonials, to be delivered 
to the undergigned not later than first 
post on the 20th JANUARY, 1 
Canvassing will disqualify, and candi- 
dates must state relationship to 
= member or senior officer of the 





neil. 
B. J. K. GIBBONS, 
n Olerk. 
Municipal Offices, 
Palmouth. 
(oUNTY BOROUGH OF 
: BARNSLEY 





BUILDING DEPARTMENT. 





Applications are invited for the 
appointment of a BUILDER’S CLERK, 
in accordance ee Grade A.P.T. II of 
the National commencing at a 
salary of £420, = by three annual 
increments of £15 to a maximum of 
£465 per annum. 

The appointment is subject to the Local 
Government Superannuation Acts, and 
the Snare candidate will be required 
to pass medical examination. The 
pl 4 will be subject to one 
month’s notice on either side. 

Candidates must have a knowledge of 
building construction, quantities, order- 
ing of materials, and the measurement 
of work on site. 

Previous experience with a Beidieg 
Contractor or a Municipal Building 
Department is essential. 

Applications, stating age, past and 
present appointments, with details of 
experience, together with copies of not 
more than three recent testimonials, to 
be delivered to the Borough Engineer, 
Town Hall, rnsiey, not later than 
WEDNESDAY, the 3rd JANUARY, 1951. 

Canvassing in any form be deemed 
& disqualification. 

A. BE. GILPILLAN 
Town Clerk. 


Town Hall, 
Barnsley. 
December, 1950. 





THE BUILDER 


(ouNTY BOROUGH OF 
" OWAROEA. 
(WORKS) DEPARTMENT. 


Applications are invited for the es 
shed ae of ESTIMATOR in the 4 


Considerable experience in the pricing 
of Bills of ae for large works, 


on 
cian and spéecificat 
for small works, og by required. Previous 
—r, experience is not necessary, 
am a —y wiedge of contract procedure 


requ! 
The salary for the post is 


A.P.T. IIl, ie., —_—— p.a. 
Candidates must nder 45 years 
of age, unless AS Government 


successful 1 
pass a eee 
The intment may be terminated by 


from the Boro itect ™ = 
Wykes, PRLBA. Guildhall, 8 ; 
and are be returned the under- 


signed a later = MONDAY. 8th 
JANUARY 


1951. 
Oanvassing, directly or indirectly, will - 
disqualify. 


T. B. BOWEN, 
Town Clerk. 
Guildhall, 
Swansea. 
12th December, 1950. 
LONDON COUNTY 
COUNCIL. 
ARCHITECT'S DEPARTMENT. 


STRUCTURAL ENGINEERING 
ASSISTANTS. 











Applications are invited for positions 
of Grade II (£700—£840), Grade III 
(£550—£700) and Technical Assistant 
(up to £580) wd structural engineering 
work. Cand should have a sound 
knowledge of building construction, de- 
sign of steelwork and reinforced con- 
crete and should be proficient in a 
calculations. Applicants for Grade 

and II positions should preferably hold 
A.M.I.Struct.E. qualifications. Successful 
candidates are required to contribute to 





(ARy BK /SE), 
County Hall, 8.E.1, enclosing stam 
addressed foolsca “adash envelope. Canvassing 
disqualifies. 


BOROUGH OF OF CHATHAM. 
APPOINTMENT OF CHIEF ASSISTANT 
ARCHITECT. 








Applications are invited for the 
appointment of OHIEF er te 
ARCHITECT, within Grade VI (£595— 


=. 
How accommodation will be made 
available, if ——, 

t t and form 


me application may be obtained — 
Mr H. D. Peake, M.so. ( (Eng.), Bo 
Engineer and Surveyor, Town H 
Chatham, to whom completed me. 
tion forms should be returned not later 
than FRIDAY, 12th JANUARY, 1951. 





OBOUGH OF EALING. 
sBQROUGH ENGINEER AND 


APPOINTMENT 
ARCHITECTURAL ASS NT. 


ApPlications are, er ex £ oe 
nent appointmen' aged ite. 


‘aependanes 

Grade VI of the A.P.T. Division of or 
National Joint Council’s Scales, at 
salary commencing at £595 per eanune. 
and rising by annual orements 
£660 per annum, plus £30 London 


Applicants must either be Associate 

Members of the Royal Institute of 
tects or a 

nised wil be qualification 





Pre: 
be given to candidates with 


ex 
The Council are unable to provide 
housing accommodation for the success- 
ful candidate. 
Forms of application, together with 


of 
obtained from the Borough Bugineer and 
Sarveyer, Town Hall, Ealing, W.5, and 
be returned to me not later than 
the. “oona JANUARY, 1951. 
E. J. COPD-BROWN, 
Town Olerk. 





Town Hall, 
ing, W.5. 
4th December, 1950. 








(THE CIVI Ls 2 eR VICE 
OOMMIS 


PROFESSIONAL POSTS IN 
GOVERNMENT DEPARTMENTS. 


The Civil Service Commissioners invite 
applicat: for permanent appointments 
to the Bagio (Assistant) Grade of ARCHI- 
TECT AINTENANCE SURVEYOR 
QUANTITY SURVEYOR, ESTATE SUR- 
VEYOR, CIVIL ENG 
ENGINEER, 8 
LANDS OFFICER in a number of De- 
partments in vont land. 
gg gg will be acoep 

and includi: 3ist December, 
195f. Selected candi - 
viewed as soon as possible after the 
— of their application forms. Suc- 
cessful candidates may expect early 
appointments. Candidates are P eaviess to 
apply as early as possible. 

All candidates must be at least 25 
and under 35 years of age on lst 
January, 198i; with a for regu- 





mj 








professional qualifications and experience. 
The London salary scale for men ag 
30 and over is £600 x £25—£750. 


arg me to the provinces will be some- 
— wer. 

of —— and aie of 
the > yeguiattons with full of 
—— squired, from ‘he Civil 

tific Branch, 

Trinidad House, Oid Bur! iin -street, 
eaten, Pi quoting No. 5.TC. 
egutient cation jan 
tl as soon as possible. 
9610/250/38 





OVERNMENT OF 
NORTHERN IRELAND. 


SUPERVISORY ARCHITECT 
(SCHOOLS). 








Applications are invited for an un- 
established post of ep 
ARCHITECT (SCHOOLS). 
ment will, so far as can ‘i ieee 
last for several years. 

The successful candidate will 
remunerated according to ——- 
and orig py wee salary range 
£1,1 £1,300 per 
ty ALIFIGATIONS. “Candida must 
be Registered Arohitects and cote passed 
the final examination of the Royal Insti- 
tute of British Architects. hey Bins 
have had extensive experience in up-to- 
date School design and 2 gg and should 
be conversant — the use of non- 
traditional for! of construction. 
Administrative experience will be an 
advantage. 

Preference will be given to candidates 
who served with H.M. Forces during 
wartime, providing the Ministry is satis- 

hat such candidates 


r on 
—— the duties efficiently. 
Applications, giving date of ‘Lirth, full 
particulars Of qualifications and experi- 
ence, with copies of two recent testi- 
monials, should be sent to the Director 
of Establishments, oe * Finance, 
Stormont, Belfast, to 
not later than 15th SANUARY. re951. 


LACTON URBAN 
DISTRICT COUNCIL. 


ENGINEER AND SURVEYOR’S 
DEPARTMENT. 


APPOINTMENT OF 
ARCHITECTURAL ASSISTANT, 
A.P.T. GRADP V. 











Applications are invited for the 
above appointment at a salary in accor- 
dance with A.P.T. Division, 
of the Nationai Joint Council Scale 
(£520—£570 per annum). 

Preference will be given to Registered 
Architects. 

Forms of Application may be obtained 
from Mr. . Aiston, A.M.I.C.E., Reg. 
Arch., Engineer and Surveyor, Town 
Hall, Clacton- ee. and must be 
delivered, B.. leted, n plain 
sealed env dorsed ‘arohit 1 
Assistant, a to the undersigned by not 
later than first post on MONDAY, 8th 
JANUARY, 1951. 3 

Canvassing, either directly or in- 
directly, will disqualify. 

CHARLES B. HEARN, 
Clerk of the Council. 








Town Wall, 
Clacton-on-Sea. 


NORTH RIDING COUNTY 
COUNCIL. 





ASSISTANT ARCHITECT 
A.P.T. GRADE IV (£480—£525). 





Appointment superannuable, and sub- 
ject to satisfactory medical examination 
and two months’ notice in writing on 
either side. rms of application are 
not being issued, but further informa- 
tion may be obtained from the County 
Architect, County Hall, Northallerton. 
Applications, stating age, qualifications 

together with particulars 

» oe and previous appointments 

saa the names and addresses — 

epee to whom reference can be made, 

to he Spdeoctgued by the 8th 
JANUARY, 1951 

Canvassing oan Rm go and & can- 
didate who is member of, 
or senior officer wander, the Cet must 
disclose the fact when app 

H. G. THORNLEY, 
Olerk of the County Councfl. 
County Hall, 


Northallerton. 
14th December, 1950. 


, according to age 





82a 
LeNDON COUNTY 
COUNCIL. 


HEATING AND VENTILATING 
ENGINBERS FOR HOUSING WORK. 
Applications are invited for position 





of HEATING AND VENTILATING 
ENGINEERS, at salaries of up to £580 
monsurate with ability “and experi, 
ura: a and exper! 

Co: eing i to 
qualifications and experience. Candi- 
dates must have ence in the 

ae working 


uses 
ings, including communal halls, laun- 
ries and drying rooms. 

will be given to applicants who are 


members of the Institution. of Heat- 
-—B _— Ventilating Engineers, or 
¥. 


uocessful candidates will be engaged 
on @ temporary a but will be con- 





Application forms from Director of 
Housing and Valuer (H.V.), The County 
Hall, Westminster , Bridge, 8.E.1. 


disqualifies. 
Le ROYAL BOROUGH OF 
KENSINGTON. 


BOROUGH EN¢ aos Ban's 
DEPARTM 


APPOINTMENT OF 
CLERK OF WORKS. 


Applications are invited from suitably 
qualified persons for the temporary 
appointment of CLERK OF WORKS in 
the Building and Licensing Section of 
the Borough — Department at 
a salary in accordance with A.P.T. 
Grade I/II, viz., £390 per annum, 
— by annual ‘increments of £15, to 
£465 per annum, plus a London Weight- 
ing allowance of £20 or £30 per annum 





Canvassing 








The appointment is subject to the 
Kensington Borough Council Superannua- 
tion Acts, 1907 to 1950, ard the stc- 
cessful candidate will be required to 


lications should give details of age, 
qualifications, present and previous 
appointments, experience and all other 
essential information. The names and 
addresses of two persons to whom 
reference can be made if the candidate 
is selected for interview should be in- 
cluded in the application, which must 
reach the undersigned not later than 
ten days after the publication of this 
advertisement. 

The Council are not in a position to 
provide the —— canaidate with 
housing accommodatio 

Canvassing, directly’ = indirectly, will 


disqualify. 
e J. WARING eg 
own Clerk. 


Cit Y OF SHEFFIELD 
EDUCATION COMMITTEE. 


COLLEGE OF COM: COMMERCE AND 
TECHNOLOGY. 





PRINCIPAL: G. LAWTON, Pb.D., 
P.B.1.C., A.M.I.Chem.E. 


DEPARTMENT OF BUILDING. 


Applications are invited for appoint- 

ULL-TIME TEACHER to 

ng Classes in Heat- 

ing and Ventilating Engineering Praotice 

and Heating and Ventilating Engineering 

Design to the level of the Final and Full 

Technolo: 2 Certificate standards of the 
City and Guilds 

Applicants should have had adequate 
industrial experience and possess one of 
the appropriate approved qualifications 
in Heating and Veneiating Legge | 
Experience of Technical College wo: 
is desirable. 

Salary in accordance with the Burn- 
ham- Further Education Soale, with 
appropriate additions for qualifications, 
training and experience. 

Application Forms and further par- 
ticulars may be goed by sending a 

ad envelope to 
the undersigned, a shout be returned 
complet within two weeks of the 
appearance of this advertisement. 


STANLEY MOFFPTT, 
Director of Education. 
Education Office, 





Sheffield, 1. 

RAWLEY DEVELOPMENT 

CORPORATION invites applica 
tions for the appointment of 
DRAUGHTSMAN within the salary 
Grade V (£400 £25—£525 p.a.). 


Contributory superannuation. 
men, with good structural know 


perience in 
They must have “bad experience “y an 
arebivostural office. 

‘orm of application can be obtained 
from the Chief iteot, field, 
Crawley, Sussex, and should be returned 
to him not later than the 8th 
JANUARY, iog8 ? 





0. TURNER, 
Chief Executive. 











JCESTERSHIRE 
COUNTY COUNCIL. 


biel 2 \ABCRITECT’s 


QALOP COUNTY COUNCIL. OROUGH OF HENDON 


COUNTY AROHITEOIE 
DEPARTMENT. 





BOROUG: 
SURVEYOR’S DEPARTMENT, 








Applications are invited for the follow- 
ipg appointments in the ‘oo of 
the Borough Engineer and Su 
OND FC a Assistaxt 





APPOINTMENT OF HEATING AND 
VENTIL st — 






rising to £660 per 












Scales, at @ commencing salary of £520, 
tising, by annual increments, to a maxi- 






The appointments will be subject for 
their termination to one month’s notice 
in writing on either side; 
of the National Joint Council’s Scheme 
of Conditions of Service, and to the pro- 
the i Government Super- 





‘or 
appoiutinent of a HE ATING AND VEN- 





weighting at the current 
in ‘addition to the above pees 
Preference will be given to applicants 
have passed the final examination 
of the Institution of Civil Engineers or 
the Institution of Municipal 
and have had experience in the general 
work, of a Municipal. Engineer’s Depart- 





~ Architect’s Department “at 











required to pass 4 medical examination. 






from the County Architect, medical examination. 


should be capable of cal- 






TANT in Grade A.P.T. V 
Scales, at @ commencing salary of E520. 
rising, by annual increments, to a maxi- 


more than three recent tettimonials, not and working drawings under supervision, 
later than FRIDAY, N 
1951. 


3. €. GODBER, 2 > 
Clerk of the County Council. tions and experience, 


ref a can be made passed the Fina] Examination 





The appointment will be terminable by 
notice on either side, and 
be subject to the maga Scheme 


IDDLESEX COUNTY 


“ Appointment of Heat- 


Government Superannuation "Act of 1937, 


vIs, 
Clerk of the County Council. and to the passing of a medical exami- 

















é Bon, sactnal pensionabie, present appointment 
subject to medical report and _ prescribed ITY OF PETERBOROUGH i 

as can be made, must be addressed 
Engineer and ONDAY. 





, drafting sp ecifications 








ment of maintenance a. ° 
(stamped addressed i s 
member of the Council, 
be deemed a _ disqualification. 

F LEONARD WORDEN, 
in accordance with T 
.e., £480, rising, by annual increments, 
to £525 per annum. 

Applicants should be good draughts- 
sound knowledge of 
building conmieuetaon, and be capable - of 
preparing working drawings, 
minimum amount of supervision. 


Clerk “of ‘/ County Council. 








“AGENTS FOR THE 


wv > 
COUNTY “ARCHITECT'S R ‘SP ae OF WORKS ublio Works 





Superannuation Act, : 
cessful applicant will be required to = 





L rt expatriation pay 
of the County ‘Archi. 7 3 








ence, accompanied by copies of not more 
than three recent testimonials, i 
y endorsed, must be delivered to the 


y completion of service of £25 for 
each completed period of three months’ 
be capable of prepar- : 

s ance £60. Candidates must have served 
" disclose whether they epee cioeehip as carpenter / joiner 


tificates and checking poe = -ounts. plate 
i e Member of the Authority. experience of reinforced concrete 
Housing accommodation is not $ 

on aorae to be obtained assist so far as they are 
from the undersigned, sh : i 
to him within two weeks from the date 
of the appearance of this advertisement. 


, but it must be distinctly ; 
the, —— Acents for the Cotonies, 


living aecommodation. letter and envelope. 


selected for further consideration. 
C ITY OF BRADFORD. 


CITY ARCHITECT'S - DEPARTMENT. 














BOROUGH ENGINEER AND 
SURVEYOR’S DEPARTMENT. Applications are invited for the follow- 


ARCHITECT’S DEPARTMENT. ing _bermanent posts in the office of the 
APPOINTMENT OF TOWN PLANNING ee v 

ARCHIT TECTURAT ASSISTANTS is responsible ‘for the 
Applications are invited for the QUANTITY SURVEYING ASSISTANTS. 
ASSISTANT, Grade IV 
should _ be Corporate 
Royal Institution of Chartered Surveyors 
(Quantities Sub-division), i 


25). 
The appointment is subject to the con- 
grades in ouieedanee with the horities’ 


above appointment will be termin- r 
j ; Accounts and approxi- 


ue gervices “Scales and ea ASSISTANT OUANTITY st RVFYOR. 


A.P.T. VII (£635—£710) 
The person appointed will be 


visions of the Local Government. Officers’ 
(£450—£495 per annum), 


become a member of , and should have passed 
Royal Institution of Chartered Surveyors 
(Quantities Sub-Ditision). 


pase oe in the preparation of Develop- 
native fe pagers nary a with good general 


should hold an appro- al Government. Super- 
annuation Act, 1937, 
of the County Council 
ness for the time being 
termination by one month’s notice 


‘Xo print ed form of apn'ication is being 


of trainine ond experience, qualifications, TWO ASSISTANT ARCHITECTS, 


dates should be Associates of the Qoval 
Tnstitute of British Architects, 


r), together with copies Canvassing will disqualify, 
didate who is related 


names of three referees, 5 
lisclose this fact in hi Hi > “ 
: - 8 application the provisions of the Local Govecuniant 


Town Planning Assis- 
so as to be received 
the 15th JANUARY. 


up their duties if appointed 
J. Y._ HUGHES, M.I.C.E., 
Borough Engineer and Surveyor 


snecessful anplicants will be required to 


previous and present appointments, 
and giving names of three pes: to 
whom reference can 2 . . 

: provision of honsing accommodation. 
I. County Are hitect “ Court- ‘lane, 
Durham, not et oe than TUESDAY, 16th 





. and the completed form must 








J. K. HOPE. 
Clerk of the County Council. 


gton. 
19th December, 1950 








December 29 1950 





BOROUGH OF |} OF EDMONTON. 
TEOMNICAL — APPOINTMENTS. 
Applications are , invited for the under 

8: 


neat draughtsmen and studying for pro- 
fessional qualification. . 
Al ar rig SURVEYING ASSIS- 
TANT.—A.P.T. IV/V (£510, rising to 
£600). milahen should have passed 
Intermediate R.I.C.8. or equivalent. The 
appointment will be specifically for 
capital works. 
(c) ARCHITECTURAL ASSISTANT. 

i 3 (£625, rising to £690). 
7 a Ad should be Associates of 
R.1.B.A. or equivalent, and have had 
experience in housing and general 
building work 
In each case appointment is subject 
to medical examination and payment of 
superannuation contributions. Applica- 
tions, on forms obtainable from me, 
must be delivered by 5th JANUARY, 
1951. 
The Council cannot provide housing 
accommodation. 
Canvassing will disqualify. 

H. BACKHOUSE, 
Town Clerk. 

Town Hall, 
Edmonton. 

22nd December, 1950. 


Vy OKING URBAN 
DISTRICT COUNCIL. 








APPOINTMENT OF 
SENIOR BUILDING ASSISTANT. 





Applications are invited for the above 
permanent appointment in the Building 
Inspector’s Section of the Engineer and 
Surveyor’s Department at a salary in 
accordance with A.P.T. Division Grade 
II (£420 x £15—£465) or Grade III 
(£450 x £15—£495) of the National 
Scale of Salaries, dependent upon quali- 
fications. Preference will be given to 
holders of the Building Inspector’s 
Certificate of the Institution of Muni- 
cipal Engineers or the Higher National 
Building Certificate, with experience as 
a Building Inspector. 

An allowance will be paid in accor- 
dance with the National Joint Council 
Scale for the provision and upkeep of an 
efficient motor-car (not exceeding 8 h.p.) 
to be used in the performance of the 
duties. 

The appointment will be subject to (i) 
the provisions of the Local Government 
Superannuation Act, 1937, (ii) the 
passing of a medical examination, (iii) 
termination by one month’s written 
notice on either side. Housing accom- 
modation will be available if necessary. 
Form of application may be obtained 
from Mr. H. P. Tame, A.M.I.C.E., 
MT.P.7., Engineer and Surveyor, 
Council ‘Offices. Woking, and should be 
returned to the undersigned endorsed 
“‘Senior Building Assistant,’’ not later 
than oar = JANUARY, 1951. 


H, 
Clerk of the Council. 
Council Offices, 
Wokin 


18th’ December, 1950. 
; | BoBpues OF BEDFORD. 


BOROUGH ENGINEER’S 
DEPARTMENT. 

Applications are invited for the 
appointment of an ASSISTANT CLERK 
OF WORKS for housing schemes at a 
salary in accordance with Miscellaneous 
Grade V/VI of the National Salary 
Scales, viz., £405 x £15—£510 per 
annum, payable monthly. 

In the case of applicants without 
previous Local Government Service, the 
appointment will be subject to six 
months’ probationary service, after 
which the applicant will be required to 
contribute to the Superannuation 
Scheme. 

The appointment is subject to passing 
a medical ‘examination, and to one 
month’s notice in writing on either side. 

Applications, stating age, qualifications 
and experience, together with copy of a 
recent testimonial, and the names and 
addresses of two persons to whom 
reference can be made, should be sent 
to the undersigned on or before TUES- 
DAY, 16th JANUARY, 1951. 
Canvassing in any form is prohibited 

Relationship to any member or senior 
officer of the Council must be stated in 
the application. 

CHARLES H. BLAKEWAY, 
M.Inst.Mun.E., 
Borough Engineer and Surveyor. 

Newnham House, 

Herne-lane, Bedford. 

19th December, 1950. 


LANCAS SHIRE COUNTY 
COUNCIL. 


COUNTY ARCHITECT'S 
DEPARTMENT. 


TEMPORARY CLERK OF WORKS 
required to supervise the erection of 
Ecoles Alder Park Primary School. 
Salary £10 10s. per week. Probable 
duration of work 15 months 

Application forms obtainable from_ the 
County Architect, County Offices, 
Preston, to be returned by the 8th 
JANUARY, 1951 


























6 
d 
r 








December 29 1950 


MTY OF STOKE-ON -TRENT. 
CITY ARCHITECT'S | 01'S DEPARTMEST. 


Pn pe are invited from suitably 
ualified ‘208 3B am. 5 following 
appointimente to the staff: 
9) ASSISTANT ARCHITECT. —Balary 
A.P.T. Grade VII (£635—£710); 
(b) ae ax ee DSSISTANTS.— 
Salary A.P.T. Grade £390—£435); 
(c) ASSISTANT qua NTITY SUR- 
A.P.T. Grade VII 


(£635— ); 
(d) ASSISTANT > 5 ag Sd SUR- 
VEYOR.—Salary A.P.T Grade VI 


£660); 
(e) ASSISTANT QUANTITY SUR 
wayOR: —Salary A.P.T. Grade III (£450 


tH MEASURING SURVEYORS.—Salary 
A.P.T, Grade III (£450—£495). 
NOTE.—Suitable housing accommodation 
can be made available to successful can- 
didates for appointments (a), (c), (d). 


veyors, fully experienced in taking-off 
and the preparation of Bills of 
Quantities. 

Applicants for appointment (e) must 
have experience of the Quantity Sur- 
veyor’s duties on housing schemes and 
small building contracts. 

Applicants for appointment (f) must 
have experience in measuring building 
work executed on site and the working- 
up incidental thereto. 

The selected applicants will be required 
to pass a medical examination, and the 
appointments will be subject to the 
provisions of the Local Government 
Superannuation Act, 1937. 

Applications, giving date of birth, par- 
ticulars of training, experience, etc., 
with copies of two recent testimonials, 
by J. BR. Piggott, 
.R.I.B.A., City Architect, Kingsway, 
Stoke-on-Trent, Staffs, endorsed with the 
title of the appointment applied for, not 
wir than MONDAY, 8th JANUARY, 
1951. 


HARRY bet ge 
own Clerk. 
Town Hall. 
Stoke-on-Tren 
20th phoebe, 1950. 


City OF OXFORD. 


oABHITECT AND gh a 

FFICER’S DEPARTMENT 
ASSISTANT ARCHITECT. 

Applications are invited from fully 
qualified ARCHITECTS for a post on the 
permanent staff of the City Architect 
and Planning Officer’s Department. 

The salary scale will be £520 x £15 
(2) -x £29(1)—£570 per annum. 

Applicants must be Registered Archi- 
tects, capable of preparing = sketch 
designs, full working drawings, speci- 
fications, etc., and competent to under- 
take educational and general architec- 
tural work. 

The appointment will be subject to 
the National Conditions of Service, the 
Tocal Government Superannuation Act, 
1937, and the successful candidate will 
be required to pass a medical examina- 
tion. 

Further details of the duties of the 
post and application forms which must 
be used in applying fpr rae post may 
be obtained from £ Chandler, 
A.R.I.B.A., AMT PI. city Architect 
and Planning Officer, Town Hall, Oxford, 
and these forms must be returned not 
later a: anal uate the 20th JANU- 


ARY : 
HARRY PL — AN, 
own Clerk. 





cITY 


The Town Hall. 
Oxford. 





OUNTY BOROUGH OF 
HASTINGS EDUCATION 


HASTINGS TECHNICAL INSTITUTE, 
WATERLOO-PLACE 


Wanted for April, 195I, a FULL-TIME 
LECTURER IN BUILDING SUBJECTS 
with special emphasis on Brickwork. 
Applicants should hold at least the Final 
Certificate of the City and Guilds of 
London Institute in Brickwork, and be 
able to teach the Theory and Practice 
of the subject to that standard. A 
full Technological Certificate is desirable 
but not essential. Applicants should also 
have good industrial experience and be 
able to teach two of the three ancil- 
laries : Mathematios, Science and 
Geometry. Teaching experience, full-time 
or part-time will be an added quali- 
fication. 

The duties will be mainly with day- 
release classes, but may include some 
evening work to complete the full teach- 
ing periods. The salary will be in accor- 
dance with the Burnham Scale, and 
increments will be allowed for industrial 
experience. 

Forms of application may be obtained 
on request by sending & stam 
addressed envelope to the undersicned. 
Oompleted forms. accompanied by contes 
of not more than three recent testi- 
montals, should es returned within 14 


« days of this date 


LP ua. RING. M.Sc. 
* Chiet Education Officer. 
Fdueation Office 
18 Wellington. -square, 
Hastings. 
29th December, 1950. 








THE BUILDER 


NoO8TH THAMES GAS 
BOARD. 


VACANOY FOR BUILDING 
INSPECTOR. 


—— 
Applications are invited for the post of 
BUILDING INSPECTOR in the Bullding 
and Property Maintenance Department. 
Applicants should have a wide, practical 
experience in the supervision and con- 
trol of building and maintenance work 
carried out by direct labour and con- 
tractors. In addition, they should be 
capable of compiling reports and speci- 
fications, estimating for smal! repair 
work and certifying the value of work 
done for payment. The minimum start- 
ing salary will be £600 per annum. 
The appointment is of a permanent 
nature, and pension arrangements will 
be discussed with short-list candidates. 
Applications, stating age, qualifications 
and particulars of previous appointments, 
should be sent to the Staff Controller, 
North Thames Gas Board, 30, Kensing- 
ton Church-street, London. W.8, to reach 
him not later than the 10th JANUARY. 
s5he and quoting reference number 





A SSISTANT RESIDENT 
ENGINEER _ Reauired by the 
COLONIAL DEVELOPMENT CORPORA- 
TION for irrigation project in SWAZI- 
LAND, not over 35 years, but older 
candidates with exceptional qualifications 
will be considered. An engineering de- 
gree and/or corporate membership of 
Institute of Civil Engineers necessary. 
Experience on design and construction 
of irrigation works an advantage. Duties 
inclide survey, preparation of designs 
and estimates under supervision. Know- 
ledge of hydro-electric schemes and 
reservoir construction an advantage. 
Appointment, non-pensionable, to last 
approximately three years in the first 
instance, with prospects permanent 
pensionable employment later. Salary in 
Swaziland up to £1.200, according age 
and experience. Passages paid, married 
accommodation provided at nominal 
rent, outfit allowance and leave full pay 
on one-eighth resident service. Please 
apply in writifg to Personnel, 19, 
Curzon-street, W.1, quoting Serial 31, by 
12th JANUARY, 1951. 


ITY OF BRADFORD 


CITY ENGINEER AND 
SURVEYOR’S DEPARTMENT. 


APPOINTMENT OF 
ARCHITECTURAL STAFF. 











Applications are nvited for TWO 
SENIOR ARCHITECTUR AL ASSISTANTS 
(Posts Nos. 122 and 156), im accor- 
dance with Grade A.P.T. VII of_ the 
National Scales of Salaries, i.e., £635 
to £710 per annum. 

Applicants must be AS tes and 
should preferably be M.T.P.i. in 
addition. Experience in - design of 
houses, flats and shops, and the layout 
of housing estates is essential, and 
general planning experience, particularly 
as regards redevelopment of Central 
Areas, will be an advantage. Candi- 
dates must have sound design ability, 
be experienced in the preparation of 
working and detail drawings, and be 
accustomed to working without close 


supervision. 
The appointments are subject to the 
provisions of the Local Government 


Superannuation Act, 1937, and the suc- 
cessful candidates ‘will be required to 
pass a medical examination. 

Intending applicants must apply to the 
Gity Engineer and Surveyor for form of 
application {quoting vost No.), which 
form, together with details of experi- 
ence and accompanied by not more than 
three testimonials, should be_ received 
by the undersiened not later than 15th 
JANUARY, 19 

Canvassing will disqualify, and an 
applicant who is related to a member 
of, or a senior officer of, the Council 
must disclose the fact in his applica 
tion. 

No assistance can be given in tbe 
provision of housing accommodation. 

Ww LEATHEM, 
Town Clerk. 
Town Hall, 
Bradford. 





(COUNTY ow BOROUGH OF 


BOROUGH AROWITECT AND 
BUILDINGS SURVEYOR’S 
DEPARTMENT. 


APPLICATIONS are invited for the 
permanent appointment of CLERK OF 
WORKS for the erection of Nouses at a 
dance with Grade A.P.T. 


The appo'ntment will be subject to 
one month’s notice on either side and 
to the provisions of the Local Govern- 
ment Superannuation Act, 1937. The 
successful candidate will be required to 
pass a medical examination. 

Applications, stating age, qualifications 
and full particulars of training and ex- 
perience, together with copies of Bg 
recent test‘monizls, shonld be sent to 
me not Igter than SATTRDAY, 13th 


JANU! ARY 50, in aie endorsed 
“Clerk of pe a 
A. NORMAN J: 
Town Clerk. 
“Pown Hall, 
Dewebury 


21st December, 1950. 








LANCASHIRE COUNTY 
COUNCIL. 
COUNTY ARCHITEOT’S 
DEPARTMENT. 


TEMPORARY CLERK OF WORK 
required to supervise the erection of 
—. New Girls’ Grammar School. 
Salary £10 10s. per _— Probable 
duration of contract 2% yea 

Application forms obtainable’ from the 
County Architect, County Offices, 
Preston, to be returned by 15th 
JANUARY, 1951. 


J ORFOLK 
N COMMI 


NORFOLK SCHOOL OF AGRICULTURE. 





EDUCATION 
TTEE 


Building Contractors are invited to 
submit applications for the inclusion of 
their names in a Panel of Contractors 


B F 
EASTON HALL, about eight miles West 
of Norwich. The buildings are to be of 
permanent brick construction. They 
will provide lecture rooms, boarding 
accommodation and — rooms. 
Names should be submitted to the 
undersigned by the “T1th JANUARY, 
95:, and applicants should give a list 
of contracts over 000 in value 
which they have carried out, together 
with the name of the Arghitect or Local 
Authority under whose control the 
buildings were erected. The applicants 
should also state their position as far 
as labour is concerned and their ability 
to carry out the work without delay. 
Drawings of the scheme can _ be 
examined at_ the Education Offices, 
Stracey-road, Norwich, on application to 
the Architect to the Education Com- 
mittee, Mr. G. W. Oak, A.R.I:B.A., 
A.M.T.P.I. 
F. LINCOLN RALPHS, 
Chief Education Officer. 

County Education Offices, 

Stracey-road, 

Norwich. 


" ITY OF LEICESTER. 


cITY SURVEYOR'S OFFICE. 





APPLICATIONS are invited for the 
following appointments in the Town 
Planning Department :— 

(a) PLANNING ASSISTANT.—Appli- 
eunts should have an appropriate back- 
ground of education, training and 
experience in town planning, but civil 
engineers, surveyors, architects or 
university graduates may be considered 
if showing a bona-fide intention to take 
up town —— as a career. 

(vb) PLANNING DRAUGHTSMAN.— 
Applicants. a be neat and expedi- 
‘ious draughtsmen and colourists, able 
to prepare plans to exhibition standard 
and preferably with experience in a 
planning office. 
_ Appointment (a) will be graded accord- 
ing to qualifications and experience 
within APT Grades II-VI, but a_ suit- 
ably qualified and éxperienced applicant 
ay be appointed in either Grade V or 


Appointment (b)—commencing salary 
in either APT Grade I or II according 
to capabilities and experience. 

Both appointments are subject to the 
Local Government Superannuation Act, 
1937, and applications, suitably en- 
dorsed and accompanied oy copies of 
two recent testimonials, should reach me 
not later than ae JANUARY, 1951. 

JOHN BR 


M. Inst. C.E., M.T.P.1., 
City Surveyor and Planning Officer. 
Town Hall, 
Leicester. 


GALoP COUNTY COUNCIL. 
COUNTY ARCHITECT’S DEPARTMENT. 


APPOINTMENT OF CHIEF ASSISTANT 
ARCHITECT. 
I invited for the 
appointment of CHIEF ASSISTANT 
ARCHITECT. The commencing salary 
will be not higher than the maximum 
of Grade A.P.T.IX. (£900 per annum). 
but the grading is at present under 
review and a higher grade is likely to 
be fixed in the near future 

Applicants must be Members of the 
R.I.B.A. and have had wide expericn-e 
in the design and construction of public 
buildings, particularly schools 

Living accommodation will, if it is 
desired, be available for the successful 
applicant. 

The appointment will be subject for its 
termination to three monthe’ notice in 
writing on either side: to the terms of 
the National Joint QCouncil’s Scheme of 
Conditions of Service and to the provi- 
sions of the Loral Government Super- 
annuation Act. 1937. 

The successful applicant will be re- 
quired to pass @ medical examination. 

Application forms may be obtained from 
oe. — Architect. A 











Applications are 


turned accompanied by copies of not 
more than three recent testimonials not 
ve than THURSDAY, 18th JANUARY, 


G. C. GODBER 
Clerk of the County Council 
Shrewsbury. 
December, 1950. 
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N ORTHAMPTONSHIRE 
COUNTY COUNCIL 
COUNTY ARCHITECT'S 
DEP. NT. 





Applications are invited for the follow- 
ing appointments : 


ASSISTANT ARCHITECT,* A.P.T. 
Grade VI (£595—£660). Candidates 
should be ‘sendiate or Licentiate Mem- 
bers of the R.I.B.A. They should be 
experienced in the preparation of designs 
for all types of buildings and the pre- 
paration of working drawings, and should 
have had some practical office experience. 


BUILDING INSPECTORS, * A.P.T 

Grade V (£520—-£570) (three ‘appoint- 
ments). Candidates should have con- 
siderable practical experience in the 
building industry. They should be able 
to prepare simple drawings for minor 
internal alterations to existing property, 
to take all the necessary particulars for 
the work ou the ‘site, and to preparo 
specifications both for alterations and 
minor new works and for painting, 
decorating and general maintenance. 
Candidates should state whether they 
hold any professional qualifications or 
trade certificates. 


ENGINEERING ASSISTANT,* A.P.T. 
Grado V  (£520—£570). Candidates 
should be Associate Members of a pro- 
fessional body (preierence will be giveu 
to Associate Members of the Institution 
of Heating and Ventilating Engineers), 
and must have had considerable experi- 
ence in the design and preparation of 
drawings and specifications for, and tix 
miuuintenance of, modern low-pressure 
heating and domestic hot-water instal 


lations and general electric installations 
for all types of buildings, inoluding 
schovls. 


*All the above officers will be required 
to provide their own cars, for which 
travelling allowances will be paid in 
accordance with the County Council’s 
scales aud regulations. 

ENGINE E RING a ry (HEAT- 
ING), A.P.T. Grade £390—£435) 
Candidates aed be Geatents Members 
of the Institution of Heating and Ventil- 
ating Engineers, or hold equivalent 
qualifications, and should have had ex- 
perience in the design and preparation 
of drawings and specifications for, and 
the maintenance of, modern low-pressure 
heating and domestic hot-water instal- 
lations aud general electric installations 








for all types of buildings, including 
schools. 

ENGINEERING ASSISTANT (ELEC 
TRICAL), A.P.T. Grade I (£390—£435). 


Candidates should be Graduate Members 
of the Institution of Electrica] Engineers 
or hold equivalent qualifications, and 
should have had experience in the pro- 
paration of the design and layout of 


electrical installations for schools and 
dwelling houses. Preference will tx 
given to applicants with drawing-office 


experience. 





The County Council have adopted th: 
N a Scheme of Conditions of Service 
for Local Government Officers. 


the appointments will be determinabk 
by one mounth’s notice on either side, 
and will be subject to the provisions of 
the Local Government Superannuation 
Acts; the selected candidates will be 
required to pass a medical examination 
before the appointments are confirmed 


If any of the selected candidates is 
married, is unable to obtain a house in 
or near Northampton and is compelled 
to maintain his family elsewhere, hix 
salary will be temporarily increased by 
25s. per week, together with such sum 
as will reimburse him for the cost of 
a third-class return railway ticket to 
his family’s home once every two 
months, his circumstances to be reviewed 
by the appropriate Committee of th: 
Council every three months. 


No forms of application will be issued. 
but applicants should give particulars of 
age, qualifications and experience, and 
should send a copy of one recent testi- 
monial, wit the names, status and 
addresses of two other persons to whom 
reference can be made, in an envelope 
endorsed ‘‘ Staff,’? to the County Archi- 
tect, County Hall, Northampton, so as 
to reach him not later than 10 a.m. on 
TUESDAY, 16th JANUARY, 1951. 


J. ALAN TURNER, 
Clerk of the County Council 


Coutty Hall, 
Northampton. 
22nd December, 1950. 


Kt EDUCATION 


COMMITTEE. 
MAIDSTONE TECHNICAL COLLEGE. 








MASTER, to teach Building and Craft 
Science and Mathematics up to National 
Certificate and City and Guilds Final 
Standard, souuiont for 5th APRIL, 1951, 
or as soon ble. 

Burnham Technical Scale, with allow- 
ance for appropriate industrial experi- 
ence. Graduate equivalent or one with 
Higher National Certificate preferred. 

Apply at once to: Principal, Technical 
College, Tonbridge-road, Maidstone. 


— 
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BePITISH - ELECTRICITY 
AUTHORITY. 


MERSEYSIDE AND > aati WALES 
DIVISIO 


Applications are invited for 
oppo ntment of 
DRAUGHTSMAN in 

ment at Divisional Headquarters, 
Woolton, Liverpool. 

Applicants must have had a eel 
education to & minimum standard 
Nationa! Certificate gw g or Retues 
—_ qualification, and mu be compe- 

ent with general layout and 
detalt drawings of main and subsidiary 
buildings on Power Station sites. Some 
knowledge of civil engineering is desir- 


able. 

The salary will be according to ability 

ont Ey up to a maximum of 
a but this should be 

-—¥ rovisional pending the 

settlement ‘of the final 


scales with the 
appropriate organisation. 

The appointment will be superannua- 
able under the British Electricity 
Authority and Area Boards’ Superannua- 
tion Scheme, and may be subject to a 
medical examination. 

Forms of application can be obtained 
from the Divisional an ag 
— > = ge iy 


him 
THURSDAY, 18th JANUARY, 1951. 


Hrsesurae COUNTY 
COUNCIL 





Applications are invited for the appoint- 
ment of a- CLERK OF WORKS at a 
. per week to supervise 

rection of a new Church 


porary with a probable duration of 
eighteen months. 

Candidates must have had practical ex- 
perience of large building contracts, and 
preference will be given to those who 
ewe  seandiooed the erection of new 


“application forms and further hen 
lars can be obtained from the Coun 
Architect, Wilton House, Parkeideroad, 
Reading, to whom they should be re- 
turned completed by first post on WED- 
NESDAY, 10th JANUARY, sana 

. J. ©. NEO 
Clerk of the at 

Shire Hall, 

Reading. 
December, 1950. 


(CouNnTY BOROUGH OF 
EAST HAM. 





APPOINTMENT 
TOWN PLANNING ASSISTANT. 


Applications are invited for the 
appointment of WN PLANNING 
ASSISTANT, Grade A.P.T. III (£450 to 

£495 per annum, plus London Weight- 
ing), in the Town Planning Section of 
the moseues Engineer’s ~ sg acm 

Candi must be mpetent 
etenghinnen and have general hoowienee 
and experience of Town Planning work. 

s not pro- 
vided, but the Council will be prepared 
to consider an application for subsistence 
allowance in appropriate case from the 
person appointed, who may be unable 
to obtain suitable accommodation. 

Application ay , oo from the 
undersigned, must be returned not later 
than 13th JANUARY, 1951. 

H. A. aewsnee. 

Town Clerk. 





Town Hall, 
East Ham, E.6. - 
20th December, 1950. 


RoRovuGH OF JARROW. 


BOROUGH ENGINEER’S 
DEPARTMENT. 





ppHoations are 
intment of 
ASSISTANT for housing work. 
cants must have an approved architeo- 
tural qualification and sound eupertenee, 
particularly in noasne. The salary 
will be in accordance with Grade V(a) 
A.P.T. Division, in? £550—£610. The 
Council is pre if Sere, to 
provide housing accommodat 
The appointment will be nn to: 
(a) The passing of a medical aggre 
fo the Council’s Medical Officer of 
(b) The provisions of the Local Govern- 
ment Superannuation Act, 
(c) One month’s notice in writing on 


ther side 
Bk in Diain envelopes endorsed 


invited for 
RCH 


stating age, 
resent and RR .. appointments and 
erperience, together with the names and 
dresses of ti referees, must be 
received by the undersigned not later 
aa. SATURDAY, the 20th JANUARY, 


Canvassing, Groots, or indirectly, will 
@isqualify, and applicants must state 
whether or. not they are related to an 

member or senior officer of the Council. 


IAN B. 





SCUTT, 
Town Olerk. 


23rd December, 1950. 
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GHEFFIELD REGIONAL 
HOSPITAL BOARD. 


Applications are invited for the follow- 

tetgralBirson of the’ Hesdguartats 
vision 
Staff of the Board: 

SENIOR ASSISTANT ARCHITECT, 
Grade A.P.T. VIII (£685 x. £25—£760 
per annum). 

Applicarts must be Members of the 
Royal Institute of British Architects, 
and have had experience ee ae design 
and construction of hospitals, and 
capable of oarrying out and’ advising 
on Parse building contracts. 

Appointment will be subject to the 

National Health (Superannuation) a 
lations, 1947, and will be terminabl: 
by one month’s notice. 
stating age, qualifications, 
position and past experience, 
ag F aed ed of three referees, should 

ressed effield 


the 
Regional ‘Bos Hornitas Board, 
Ol 


Fulwood House, 
Sheffield, 10, not later 
than Suet TANGARY: 1951. 


H4LTEMPRICE URBAN 
DISTRICT COUNCIL 





APPOINTMENT OF SURVEYING 
ASSISTANT. 


Applications are invited for the appoint- 
ment of SURVEYING ASSISTANT at a 
Pe within Grade A.P.T. II or LI 

a. to qualifications and 
pny —% appointment 
and 4 
pan "et the 


Surveying, Levelling and Setting-out, the 
successful candidate will be required to 
undertake such work in connection with 
new housing estates and the Council’s 
main drainage scheme. 


Applications, stating age, qualifications, 
experience, present and previous positions 
(with sataries), together with the names 
and addresses of two persons to whom 
reference can be made, must be delivered, 


ork 
JANUARY. ot “1951. Applicants must 
state whether to their knowledge they 
are related to any member or Chief 
Officer ‘of the Council. 


A. B. GLASSPOOL, 
Clerk of the Council. 


“A.B.S.” 


House-Purchase Loans 
ALTERNATIVE SCHEMES 


1. Normal Advance: 80 per cent. of 
valuation. Interest: 4 per cent. gross. 
(Borrower pays Survey Fee and 
Legal Costs, totalling 1 per cent. of 
Loan.) 


2. Normal Advance: 85 per cent. of 
valuation. Interest: 4} per cent. 
gross. (Office pays Survey Fee and 
own Legal Charges.) 


Repayment 
Endowment 


by means of an 
Assurance term not 
exceeding 25 years under (1) or 
30 years under (2). 


Particulars from: The Secretary, 
A.B.S. Insurance Department, 
66, Portland Place, Lendon, W.1 


(Tel.: weiBscKx $731) 


a 
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THE KLEINE COMPANY LIMITED 
9-43 George St. Manchester Sq. be.!.a, 0: 


Welbeck 9121 (6 lines) 
CE LA OO 
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Cut your concreting costs by using the Cliffe Hill Transit Mix Service. 
Large or small quantities of accurately scientifically graded material are available 
to you at a moment’s notice and an unending supply can be maintained by fifteen 


large capacity vehicles. 
A technical testing and advisory service is also available to you at Cliffe Hill Granite 


Company. 
Consult “Cliffe” first for concrete. 


Cliffe Hill Granite Co., Cliffe Hill Quarries, Markfield, Leics. 
Quality is assured by the use of Cliffe Hill Granite Aggregates 










im 


-, Mm 
~ 











Makes Plain Slabs, Grooved, or Tongued and ff 
Grooved Slabs, or Plain Bricks, Rock ' 
Faced and other Building Blocks. Hand Tamping BRS 
unnecessary. Fast in operation. Needs only Bo’ 
wood pallets. > 
Write for illustrated Brochure. 
HIRE PURCHASE ARRANGED 


LINER CONCRETE MACHINERY (Co. Lid., 


293 Park Road, GATESHEAD, 8. 
Telephone: 72501 (7 lines). Telegrams: ‘Liner, Gateshead” 
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THORNTONS 


The more important 
your work the 
greater the 
necessity for using 
Thornton's reliable 
and accurate Draw- 
ing Instruments. 
















Send for 
illustrated catalogue, 
post free 
on request. 


























AND WORKS: 


BUILDING AND PUBLIC WORKS 
CONTRACTORS 


Our planned organisation, using up-to-date methods and 
modern plant, is a guarantee of speed and efficiency 


HEAD OFFICE 37, STATION ROAD + BELMONT + SURREY 








PHONE : 
VIGHANT 6696/7/8 





























TUBULAR 
SCAFFOLDING 


FOR 


SPECIAL 


FOR LONG PERIOD CONTRACTS . 








TERMS 








LIMITED STOCKS AVAILABLE FOR SALE 





59, BEAVERS LANE : 


Telephone : 











RAYLOR BROTHERS LTD. 


HOUnslow 8091/2 


HOUNSLOW : MIDDX. 
















































DOUBLE CMECK J) 


PRICES - most competitive f/ SERVICE - none better f/ 


MAKE SURE - you pass your next enquiry to SGB 
- you will SAVE MONEY - and TIME. g/ 


SCAFFOLDING (GREAT BRITAIN) LIMITED 


MITCHAM, SURREY. Telephone: MITCHAM 3400 (18 lines). Telegrams: SCAFCO, MITCHAM 


Branches at: ABERDEEN * BIRMINGHAM * BOURNEMOUTH ° BRIGHTON < BRISTOL * CAMBRIDGE * CARDIFF - DOVER 
DUBLIN * DUNDEE * EDINBURGH - EXETER * GLASGOW~~ HULL « LEEDS * LIVERPOOL - MANCHESTER ‘ NEWCASTLE» 
NOTTINGHAM - OXFORD + PLYMOUTH + PORTSMOUTH * SOUTHAMPTON * STOKE-ON-TRENT * SWANSEA 
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LESS HASTE, MORE SPEED | 








with the PARKER » 


HOISTEX 


MAST HOIST 


A non-stop service from ground to building 
level. A mast that rises with the job without 
interruption of service. Simple to erect in the 
tightest corners. Safe, swift and simply 
controlled. 

‘Hoistex’ equipment comprises: Medium 
Speed or Super High Speed Hoist, with Petrol, 
Paraffin, Diesel or Electric Drive. Tower and 
head gear. Single or Double Barrow Platforms, 
with Tipping Skip as alternative. Tie Brackets 
for wooden or tubular scaffolding, brick, or 
steel work. 


















Hoists are equipped with remote, 
pull-rope control, and models are 
available to lift from 5-30 cwts. at 
speeds of from 60-200f¢t. per minute 


















VIADUCT WORKS LEICESTER 
FREDERICK . Telephone: Leicester 61273 (5 lines) 


LONDON OFFICE: STAFFORD HOUSE, NORFOLK ST. WC.2 








FOR 


“BUILT UP” FELT ROOFING 
and ASPHALTIC 


FLOORING 





TO BSS. 1451/1948 


ROOFING 





iis TO BSS. 1162/1944 & 988/1941 . 


TANKING 








“DURABLE REFLECTIVE ROOFING ”’ 


is a scientific mastic roofing 
carrying a twenty-year guar- 
antee and very moderate in 
price. May we send you details? 


TO BSS. 1418/1947 & 1097/1943 


DAMP COURSE WORK 


TO BSS. 1418/1947 & 1097/1943 



















KIMBERLEY HOUSE, 


Southern Depot : 14-17, HOLBORN VIADUCT Northern Depot : 
Great Testwood, Totton, E.C.1 Gladstone Street, 
Near Southampton TEL.: CITY 1456-7 * 4553 * 6271 Huntingdon Road, York 
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MANUFACTURED U ri €. EACH SPECIALLY 
IN FIVE TYPES oe ~ DESIGNED 
q ee. eR BOARD FINISH 
FIBRED PLASTER FOR SINGLE COAT 
FOR SANDED WORK ON ALL 
UNDERCOATS VA 3 TYPES OF WALL 
ON WALL AND SPECIAL FIBRED AND CEILING 
CEILING BOARDS, PLASTER FOR "a FINISH FOR BOARDS, CEMENT 
WOOD LATH, ETC. SANDED UNDER- WNESHING ALL RENDERINGS, ETC. 
COATS ON METAL 52 CLASSES OF 
LATHING AND BROWNING SANDED 
CONCRETE PLASTER FOR UNDERCOATS 




















SANDED UNDER- 
COATS ON WALLS 











DESCRIPTIVE FOLDER AVAILABLE UPON REQUEST 


mm CARERATA & CO.LTD. 


cyPsuM 
Cooasrre NEWARK-ON-TRENT NEWARK 2060 


CEMENT 






on 


NOTTS ‘* 














Athersley County Prima 
School, Barnsley. ‘ 


Architects: Messrs. Dyson, 
Cawthorne & Coles, Barnsley. 


SHEFFIELD. 


OLDHAM 





LONDON 
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BUILT BY BRAHAM 


BRAHAM, PATTERSON 
& BENHAM, LIMITED 


Straysfield Works, Clay Hill, Enfield, 
Middlesex 
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H. PARFITT s SONS, LTD. 


| BUILDING CONTRACTORS 














PARFITT WORKS, HARROW ROAD VICTORIA WORKS, MIDLAND 
WEMBLEY - - - MIDDLESEX TERRACE, WILLESDEN, N.W.10 
TELEPHONE - - - ARNOLD 5261 TELEPHONE - - - ELGAR 7874-5 














_IBSTOCK 
FACINGS 


a New Note in 


colour & effect 


A range of inexpensive facings 
entirely different im tone—from 
pale buffs to soft reds tinged with 
grey. In addition to our well- 
known Buff-Multi’s, there are 
Salmon-Browns (buff-grey to 
very light salmon); Red- 
Multi’s (deep red to mottled 
purple) ; Chestnut browns. 
Ilustrated, “‘ The Wallace Head,” Blandford 
St., London, W.1. Architects, Alfred Burr, 
F.R.I.B.A., M.Inst.R.A. Vincent Burr, 
L-RIB.A., P/P.Inst.R.A. Tbstock Golden- 
Brown hand-made facings ge ig Noche 


Finnis, Rua 
Lid., 18, eee St., W.1. 










Supplies of all bricks are limited. 
Architects are respectfully request- 
ed to make enquiries and reserva- 
tions as far ahead as possible. 


IBSTOCK — & TIE CO. LTD., Near Leicester: 
: Ibstock 391 (2 fines) 








London : 
LMS. Goods Depot, Wright's Lane, Kensington, W.8 
Phone: Western 1281 @ linas) 








BUILDING AND PUBLIC WORKS CONTRACTORS 


IRCLE 


CONSTRUCTION CO. LTD. 


65-71 WEMBLEY HILL ROAD 
WEMBLEY 


‘Phones: WEM. 4622, 5295, 3822 








Nareamber 9Q 1Q&n TOF Mitts Aree as 








90 






















Please send me full particulars of the following :— 
1. “JUNIOR TRAILEX "’ 6. “CADET ’’ MIXER Oo 


MIXER [I 7. CONTRACTORS 
2. HOPPER FED TILTING CRANE 1 
: DRUM MIXER [1 8. BREAKER oO 
€ 9. CHAIN 

‘: NON TILT moxeR oO Cemasaw* 

4.“ ROUPANTT HL 40. SLAB, BLOCK AND 
/ 5.“PORTASAW" BRICK MACHINE [1 
DIET cso occurs asueuvoussoubenenasnecvessenvousacseerusstaneceerehe 
SN 255-0 us cavsanleckp bie dadsestanniescuporgas te besstbvnb aes 


eee e eer eeeeeeeseseeeeeneeeeeeerecsnecensersssee eres sseeeersseeeeee 
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WHERE : SN mee 
you want it +4 a 


WHEN ; 
you want it 
AS MUCH 
as you want 
AND SAVE TIME, 
: MATERIAL AND 
col MONEY 
—@ IMMEDIATE 


=.» DELIVERY 
EX-STOCK 
AT 







THE “‘ROLPANIT” MIXER for every kind 
of material, mortar, concpete, plaster, etc. 
Engine driven, portable or fixed model 
with belt drive. 





GATESHEAD 
MANCHESTER 
DUNDEE 
BRISTOL 
BELFAST 





SLAB, BLOCK AND BRICK MACHINE. 
Makes plain, grooved, and tongued and 
grooved slabs. Frogged or plain bricks. 
Rock-faced and hollow blocks. 





“JUNIOR TRAILEX"” MIXER 


The never idle Mixer that you can tow anywhere 
bycar. Ballbearingsthroughout. Fully invertible 
drum. Two mixing positions. Gives perfect mix. 
Driven by petrol or paraffin engine or electric 
motor. 34T size. 


HIRE PURCHASE ARRANGED 


THE “CADET” 27 in. wide, ¥ 
pass through house doorways. Weight 
4¢cwt. 3cu.ft.input. 1h.p, petrol engine. 


THE LINER CONCRETE MACHINERY COMPANY LTD. 


119, PARK ROAD, GATESHEAD 8 = ‘Phone: Gateshead 72501 (7 lines) ‘Grams: “Liner, Gateshead” 


London Office and Showrooms: 119, Abbey Orchard Street, Victoria Street, S.W.1. 
Also at Birmingham, Leicester, Manchester, Liverpool, Bristol, Leeds, Glasgow, 




















LINER CONCRETE MACHINERY CO.LTD., 119 Park Rd., Gateshead 8 








Dundee, Belfast, Dublin, etc. 





BUILDERS = there's 


money to be made from 
#(.aldor 
cau-to 


THE BEST ON EARTH 


Hinged Ridge piece gives water | |* Pe 
tight joint ate if wall is not le = 
perfectly upright. 












— Avgiloble in 2 widths 
ee Bins. Tie. Vins, & ft. ins. 


Precision rustless alloy construction. Any specification can be 
supplied. Standard specification as above, available any length. 
Prices from £37 + 4°10 LESS SPECIAL BUILDERS’ DISCOUNT 

QUICK DELIVERY FREE ON SITE ANYWHERE IN U.K. 
DETAILED ERECTION PLANS SUPPLIED. NO PERMITS 
Send for details to Dept. 88 
WALDOR TOOL & GAUGE CO. LTD., DROITWICH 








SMALL SITE HUTS 


witha BIG reputation 





In addition to the extensive range of large, all- 
timber buildings illustrated in our full page 
advertisements from time to time, we also make: 


SITE 
HUTS 
AND CABINS 
8’ x 6' 6" and 
10’ x 8’ 
2B 


SINGLE 
AND DOUBLE 
LATRINE 
HUTS 


WATCHMEN’S 
HUTS 
e 
TOOL CHESTS, 


ROAD SIGNS, 
etc. 





Send for illustrated 
brochure C.P. to:— 


MEDWAY BUILDINGS suePties LTD 


(Dept. T.B.) 72 VICTORIA STREET, LONDON, S.W.1 Tef.: ViCtoria 8631 








}950 


a — 
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BEST 
MATERIALS 


EXPERIENCED 


TAAL Us CRAFTSMEN 
COMPLETION 


for a ON TIME 
~ FINAL ; oo 
tz SATISFACTION all 
ON 


RAWLINGS BROS Flectrical 


RL emitrteond 








‘ REGISTERED ELECTRICAL 
| |INSTALLATION CONTRACTORS | 





















KENSINGTON: 85, GLOUCESTER ROAD, LONDON, S.W.7 
Phone: FRObisher 8161 (10 lines) 


EALING: 37/38, HAVEN GREEN, EALING, LONDON, W.5 ee , w 0 r k 


‘Phone : PERivale 1013/5 


STANDARD 
\ROOFING 


FOR a ROOFS OF BOARDED OR 
SS” CONCRETE CONSTRUCTION 











DAM 22S 2 











OVER FORTY YEARS EXPERIENCE 


ASPHALTE }/ BITUMENT ||! GR A 'N GER'S 
SOLUTION °%% 


EASY TO APPLY TO DAMP OR DRY 


BRICK, STONE, CEMENT, ROUGHCAST, PLASTER, 
CEMENT WASH, DISTEMPER, WOOD, WALLBOARDS 


WATERPROOFS INVISIBLY 


























FLAT ROOFING COMPANY sccordng 10 quaniy, provides 2 applications Yo 12 sa. ¥de 
STRATFORD:LONDON:E 15 st pend Guc.qimes of ad canes. on eae fetes tae Maoeabanrres 
Phone MAW canv2 278-9 : GRANGERSOL LIMITED 


LOATES LANE, WATFORD, HERTS 
Phone: Watford 4086 
































THE BUILDER December 29 1950 


92 


ALUMINIUM LADDERS 


a -_; 


for STRENGTH DURABILITY 
LIGHTNESS and SAFETY 


The aluminium alloy used in the manufacture of these ladders possesses properties ideal for this 
purpose: lightness; high tensile strength; resistance to weather, wear and fire. A few moments’ 
thought reveals that aluminium ladders cannot warp, their construction eliminates risk of fracture; 
and rung design in both ladders and steps is such that slipping fs prevented. They can be cleaned 
with steam or boiling water—a small general point, perhaps, but of particular impertance for 
factories where cleanliness is an essential factor. ALUMINIUM LADDERS ARE GENERALLY SOME 


50% LIGHTER THAN SIMILAR LADDERS MADE OF WOOD. 





%*% Write today for this 
feaflet which  deseribes 
the new range of 
ladders and Steps 
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“THE BUILDER” GUIDE TO BUYING 





3d. a word over. 


ARTIFICIAL STONE MANUFACTURERS. 


5}- Name and address only (Ordinary Type) 





‘MALCOLM MACLEOD & CO. LTD. 
GLEN ROAD, WALTHAMSTOW, LONDON, £.17 
Telephone: Keystone 4314-5 

Qa g (Shepperton), Ltd, (the), 





tation Approach, Shepperton Middlesex. 
ASbEsTOS CEMENT. PRODU UCTS. 








ASBESTOS CEMENT  ROOFINGS 


(LONDON) LIMITED 
3. VICTORIA STREET, 

4 WESTMINSTER, -LONDON, S.W.1! 
ASBESTOS CEMENT ROOFING SPECIALISTS 
CORRUGATED & FLAT SHEETS. RIDGES. ETc. 
TELEPHONE: WHITEHALL 7202-6308 





—_——$—$< $$$ ——$ 
ASBESIOS CEMENT & INSULATIONS, aaa 


VICIORIA STREET, LONDON, 5&.W.1 

Victoria 9547-8-9. 

ASBESTOS Manufacturers Co., Lid., 47, wee 

Street. London, S.W.1. T.A.: “ Bestoslate 
ASPHALT. General Asphalte Co.. egg 








| ASPHALTIC 
| (LONDON) LTD. 


ASPHALTE, FELT ROOFING AND 
TARPAVING CONTRACTORS 


206, UPPER STREET, ISLINGTON, N.1 
Telephone: CANonbury 1909 











ASSOCIATED 








fo Since 1844 


QUEENSBERRY HOUSE 
SOUTH KENSINGTON S.W.? 


KENsington 2216 ‘ 


ROOFING + BASEMENT <% PAVING SPECIALISTS 


CAMBRIDGE 


ASPHALTE 
PHONE 4 co. LTD. 


WANN RD... CAMBRIDGE 


2606 


CONTRACTORS FOR 


ASPHALTE ROOFING AND TANKING 
FLEXIBLE FELT ROOFING 


ASPHALTE FLOORING 









Telephone: 
RIVERSIDE 
6052 (4 lines) 


BROADWAY CHAMBERS. 
HAMMERSMITH, LONDON, W.6 








ASPHALT MANUFACTURERS AND 
CONTRACTORS 


FIELD & PALMER ir. 


arare ROAD BOWES FARK 
22 1131-2 








THE IMPROVED | 
ASPHALTE CO. LTD. 
* 


* 
10, 11 and 12, FENDALL STREET, S.6.1 


BERmondsey 4080 Est. 1920 





THE BUILDER 





Telephone Number 6d. extra. 
Display Rate 27/6 an inch. 





LEWIS’ 


Manufacturers of 


COLOURED 
ASPHALTE 


and MASTICS for Roofs, 
Tanking, Dampcourses, etc. 
BITUMINOUS EMULSIONS, ETC. 


LEWIS BITUMEN & ASPHALT CO. LTD., 
BARKING, ESSEX : Rippleway 2977 








me METROPOLITAN ASPHALTE ‘vr. 
BOREHAM WOOD, HERTS. 
EDGWARE 4444 ELSTREE 1152/3 
NATURAL = Estd. 1930 _- COLOURED 








MASTIC & COLOURED ASPHALTE - FELT ROOFING 


NATURAL ROCK 
ASPHALTE wo. 


265-3, GOSWELL ROAD, E.C.) TERMINUS 9344/5 








Asphalte Manufacturers & Contractors for 
‘Flooring, Roofing & Tanking. Felt Roofing 


C. PASINI LTD. 


Phone 3826 Gatacre Road, Ipswich 
Also Magnesite Flooring 








ASPHALT WORK 
Untle 


455 OLD FORD RD * LONDON * E.3 


Advance 4477 (8 lines) 
220-222 KINGSTANDING RB: BIRMINGHAM 22C 
Tel.: Birchfields 5041-2 











HIGHWAYS CONSTRUCTION, LTD. oe. 
PORATING THE BUSINESS OF THE 
ASPHALTE CO.), IDDESLEIGH HOUSE, CAXTON 
STREET, LONDON, 8.W.1. 

@ TRINIDAD” Lake Asphalt Co., ee. 
Steel Hows. Tothill *. a London 
8.W.1. Tel.: Whitehall 6 


Neuchatel Asphalte Co., Ltd. 
ASPHALT PAVIORS. 
= & Palmer, Ltd., Station Road, London, 
N.22. Bowes Park 1131/ 
RAGUSA Asphalte Paving Co., Ltd., 55/59. Oxford 
Street, London, W.1. Tel. : Ger. 5412. 
ROCK Asphalte Co., Ltd. 183, Hammersmith 
oad, London. W.6. Riverside 5226. 
m. SALTER, Edwards & Co., Ltd., Hormead 
Whart Hormead Rd., Harrow Rd., London, W.9. 
Toe Rolfe, Ltd. General Asphalte Co., Lid. 
BAKELITE. Bakelite, Ltd. 
rect MAKERS. Acrow (Rogrs. ), Ltd. Cayless Bros 
Vollingridge, B. F., Ltd. Rowland Bros. 
Stephens & Carter, Ltd. Youngthan, W. C., Lid. 
BATHS. 
oe. ~ Bone Mi, (Genes Light Castings), 61, Petty 


France W.L 

BITUMEN SHEETING. Engert & Rolfe, Ltd. 
Field & ar _ Permanite, Ltd. 
McNeill, F., & C Ruberoid Co., Ltd. 


, Ltd. 
BITUMINOUS SOLUTION MAKERS, Etc. 


ITUMEN EMULSION HEAD 

TRADING ESTATE, SLouGH. * BUCKS. 
Maxwell, ja Dussek Bitumen, Ltd. Engert & Rolfe, Ltd 
Permanite, Ltd. Tretol, Lid. Ruberoid Co., 3 


BOILER SETTERS. 














RAGUSA ASPHALTE 


55/59, Oxford Street, London, W.1. Tel. : Ger. 5412. 





POULTON & SON 


Boiler Setting Engineer & Chimney Builders 


READING 


MAKERS OF “CURVILINEAR” & “ADJUSTABLE” 
Boiler Blocks and all Classes ef Fire-Ciay Goods 
*"Phone:Reading 81754. ‘Grams: Poulton, Reading 














WY |) i OI 


7]- Name and address only (Bold Type) 


6d. a word over. 


BLINDS Sea Etc. 
WILLIAMS, G. A., & Son, Ltd., 42, Queensway 
Bayswater, W2 Tel: Bay 2095. 

BOLT ANCHORS. Hoyt Metal Co. Gt. Britain. 

GRICKWORK ty sige seg ag 


Expanded Metal. 
BUILDERS & CONTRACTORS. 


Batty & Smi' Laing, J., & Son, Ltd. 
Cox Bros. Lovell, by J., & Son, IAd. 
Falkus Bros., Ltd. Mullen & Lumsden, 


a win, ltd. —— W. & M, Ltd. 


Wat 

BUILDERS’ MERCHANTS. Broad & Co., Ltd. 

BUILOING PAPER. Davidson, C., & Sons, Lad. 

ley, London. Ltd Ruberoid Co. Ltd. 

. BARRELS, AND WATER BUTTS. 
HAIG’S Cooperage, Ltd, bangs A. ee Tower 
Bridge, Tooley Street. Lond 

CHIMNEY BUILDERS AND REPAIRERS. 


CHIMNEYS 
LIMITED 


47, VICTORIA STREET, LONDON, S.W.1 
Tel,: ABBey 4700, ‘Grams: Stablochim, Phone. London 
And at 
MANCHESTER - 
GLASGOW - - 





Central 2526 
Central 3644 

















BRITAIN’S LARGEST TWIN CHIMNEYS 
Recently Completed 


Each 400 ft High x 22 ft. Internal Diam. 


P.C. Richardson &Co(Middlesbrough) Ltd. 
52-56, Fletcher Street,,Middiesbrough 











swe K.., LAV. sy Vici Dutvcd, LauuUL 
5. W.1 


mn. Ltd. 
CHURCH REPAIRERS. 
CUTTING, R. C., Ltd., 39, Victoria Street, London. 


8.W.1. 
CHURCH SPIRE AND TOWER RESTORERS. 


CHURCH SPIRE RESTORERS 


J.W. GRAY & SON, LTD. 
37, RED LION ST., LONDON. W.C.1 
PHONE: CHANCERY 8701-2 





ESTD. OVER 
A CENTURY 


Restoration. 


This company has deservedly 
won a high reputation for ils stone 


















oud otha tan oo Is, churches, 
REPARATIONS 





* SSTEAM BRUSHCOLTID « 








CLINKER AND ASHES 


CLINKER. i ASHES 
CORE, BALLAST, 
SAND ETC, DEMOLITION 


GEO. E. CLOKE LTD. 


in Assn. with HUDSONS DEMOLITION BRANCH 
** Elmsted,’’ Neasden Lane, N.W.10. Gladstone 1163/6 


Woke, tie. &.. LAd 














CLOCKS (ELECTRIC). omitos English Clocks, Ltd 
COLOURS FOR CEMENT, CONCRETE AND 
ROUGH CAST. 
SEALOCRETE Products. Ltd, 
Macbeth Street, London, W.6. 
Sealantone Products. 
CONCRETE CONSTRUCTION. 
an —— & Co., Ltd. bomen *s Granolithic Co., Ltd. 
hristian' & Nielsen Lid. 
CONCRETE FLOOR DUSTPROOFING. 
FLOORLIFE & Chemicals, Ltd., 63, Fenebareh 
Royal 6431. 
Lillington, Geo., & Co., Lt.L. 
Sealocrete Products, Ltd. 


Atlantic Works. 
Manufacturers of 


Street, London, E.C.3. 
Adamite Co., Lid. 
Byrd, A. A., & Co., Ltd. 





Szerelmey, 
Tretol, "hed. 


Concrete Casehardening Sag 
Kerner-Greenwood & Cu., Ltd. 












CONCRETE MIXERS. Benford. Biaw Knox, Ltd. 


CONCRETE PILING. Lind Peter. Simplex Concrete Piles. 


CONCRETE REINFORCEMENT. 









SPUNGROOVE . LIMITED 
ti cia trina 1678 
LONDON, W.C.1 Terminus 7879 
SPUNGROUVE 
REINFORCEMENT FABRIC 











Expanded Metal Co., Ltd. Trussed Concrete Steel Co., Ltd. 
Jones, T. C. ns Ltd. Twisteel Reinforcement, Lid. 
Rom River Co. United Strip & Bar Mills. 


CONCRETE SH UTTERING. 


McLAREN Johnston & Co., Ltd., 63 Victoria Street, 


London, 8.W.1. 
Acrow (Engineers), Ltd. Byrd, A. A., & Co. 
CONCRETE TOUGHENER. Lillington,Geo.,&Co.,Ltd. 


CONCRETE WATERPROOFING. 
SZERELMEY, Ltd., Sales and Contract Depts., 
273-277, Rotherhatee New Road, London, §.E.16. 
Sealocrete Products, Ltd. 

CONTRACTORS PLANT. Abel 
Acrow (Engineers), Ltd. Dandridge, A. eee : 


&Co0.(Engi: 


) , Ltd. 





Cc gridge, B. F., Ltd. 
COPPER LIGHTS. Wotton's Croydon. Ltd. 
CORK AND LINOLEUM ADHESIVES. 
BRITISH Bitumen Emulsions, Ltd., 
Estate, Slough, Bucks. 
CORK SLAB MAKERS. 
Anbanel & Alabaster J. D. insulating Co., Ltd. 
CORRUGATED SHEETS. 
Braby, Fredk., & Co., Ltd. Jones, T. C., & Co., Ltd. 
Croggon & Co., Ltd. Palmer, T. W. ,«& Go., Ltd. 


CRADLE (TRAVELLING).  Acrow (Encrs.), Ltd. 


NICOLL, DAWSON 
& HUMPHRIES LTD 


Cradles & Suspended Scaffolds 


76-78, OLD STREET 
LONDON =: €E.C.1 


"Phone: CLErkenwell 4635 & 1623 


Trading 

















PALMER’S TRAVELLING CRADLE 
& SCAFFOLD CO., LTD. 
THE ORIGINAL PATENTEES. 


129/131, GREAT SUFFOLK STREET, Phone: 
LONDON, S.E.! HOP 2615 








STEPHENS & CARTER LTD., 
The a Scaffolding Firm in the a 
731-761, HARROW RD., N.W.10. 
Sete Ladbroke 1191 (6 lines) 
Telegrams: Ladders, London. 








THE BUILDER 


ydenham 6000. 
ELECTRIC HAMMERS. Black & Decker, Ltd., Kango. 
OLBY, A., & Son, Ltd., Penge, S.E.20. Telephone : 

denham 6000. 


e,3 & E., lia. 
RS. Blaw Knox, Lid. 

a JOINTING FOR CONCRETE on 
SMITH, H. ~~ Ltd., 54, bey ay ag 
Westminster, 8.W.1. 

Felts & Damp Courses, Ltd. Permanite. "ied. 
FAN MAKERS. Keitb, Blackman, Ltd. {Sturtevant Eng. Co. 


McNeill, F. 


FELT ROOFING. Faldo Asphalte. Langley, London, Ltd. 








FELT ROOFING 
CONTRACTORS 


FIELD & PALMER 11. 


STATION ROAD BOWES PARK 
N.22 1131-2 














| FELT ROOFING 
LNMO 


455 OLD FORD RD * LONDON ° E.3 
Advance 4477 (8 lines) 
220-222 Kingstanding Rd., B’ham, 22C. Birchfields 5041-2 





11, Piccadilly, Manchester, 1. Blackfriars 9469 








RAGUSA ASPHALTE PAVING CO., LTD., 55/59, 
OXFORD STREET, LONDON, W.1. ‘Tel.: Gerrard 
5412. 


FENCING. 





CHAIN LINK FENCING utp. 
ERECTION SERVICE 


STATION APPROACH, 
KING’S LANGLEY, HERTS. 
"Phone: 3017 











FOR ANY TYPE OF FENCING 
WIRE or CONCRETE 


WRITE TO 


DURAFENCING 


IN WOOD, 


72, VICTORIA 
STR 
TELE:- vicronia neem Sw} 





CRANES (FOR HIRE). 
CASWELL Cranes & Erection, Ltd., Grove Works, 
Hammersmith Grove, W.6. Tel.: Riverside 5203-4. 
Jones, T. C., & Co., Lewis & Lewis Ltd. 


CYCLE PARKS. Constructors, Ltd. Odoni, Ltd. Stelcon, Ltd. 


ABIX Steel Cycle Stands are 


rustproofed & stove enamelled green 


ACTUAL MANUFACTURERS 
of semi-vertical and horizon- 
tal cycle stands of all types 


FULL PARTICULARS UPON REQUEST 


DBI X (Metal Industries) LTD 


TAYBRIDGE RD., LONDON, S.W.11 


BATTERSEA 7002 











ALL TYPES OF 
IRON, STEELANDWIREFENCING, 
RAILINGS AND GATES. 
“KELVIN” ALL-IRON PALISADING 


a.23MAINcoutp 


VINCENT HOUSE, VINCENT se he 
WESTMINSTER, LONDON, S.W 
Tel.: Victoria 8375 


Works & coranes Smo CLYDESDALE IRONWORKS, 
LPARK, GLASGOW. 


Grams.: Kelvin, Sowest, reall 














Tel.: Possil Riss Grams.: Kelvin, Glasgow 
FENCING (Shepperton) Ltd., Govett Avenue, 
Shepperton, Middx. 


Mi 
FENCING (CONCRETE). 
“CONCRETE (Si 


(Shepperton), Ltd. 
Station Approach, Shepperton, Middlesex. 
FENCING CONTRACTORS (WOOD). 


(The), 





DAMP-PROOF COURSES. 
SmI H 


V., & Co., LTD., Victoria a» Street, 
Westminsier, 8.W.1. Mee F., & Co 
Anderson, D., & Sons, Lid. Neuchatel ‘Asphalte ax lit. 
Engert & Rolfe, Ltd. Permanite, Ltd. 


Felts & Damp Courses, Ltd. Ragusa Asphalte Co., Ltd. 

Kerner-Greenwood & Co.(Padjo) Ruberoid Oo., Ltd. 

Limmer & Trinidad Lake Asp. Smith, H. V., & Co., Lid. 
DEMOLITION. Cloke, Geo. E., Ltd. 
DOOR SLIDING —. 

HENDERSON, P. LTD., BARKING, 

Sample 3 Range). “Fe RiP 3406. Pte. Br, Ex. 

KING, W., Ltd. {All Systems.) Hartford 

Works, Hitchin, ‘Herts. Hitchin 960 (10 lines) 

Aldam, E. Hill, &Co., Ltd. King, Geo. W., Ltd. 

Clarke ‘Ellard Engineering Co., Ltd. O’Brien Thomas & Co 
DOORS (WOODEN), Etc. 

Austins of East Ham. Ltd. Merchant Trading. 

Haywards, Ltd. Newsum, H., Sons & Co., Ltd. 

Leaderflush. Sadd, John. 

Linden Doors, Ltu Travis & Arnold, Ltd. 

Magnet Joinery Wyckham Blackwell, Ltd. 
DRAINAGE ENGINEERS. Burn Bros. Ltd. 
DRAWING INSTRUMENTS. Baker. Thornton. 





FENCING 


CONTRACTORS 


W. A. SKINNER & Co. Ltd. (Dept. B) 
CITY WHARF, LONG DITTON, SURREY 











Telephone: Emberbrook 1960-1961 (2 lines) 
FIRE ESCAPE STAIRCASES. 





Aygee, Ltd Gardner, J., & Co., Ltd. 
Braby ~ £0. Ltd., Fredk Haskins. 
Clark. Hi Haywards, Ltd. 


FIRE EXTINGUISHERS. 
L. & G. Fire Appliance Co., Ltd., 162, Vauxhall 
aunt. Liverpool; and at London and Glasgow. 
Tel. :| North 1234 (2 lines) 
FLAGSTAFF a AND ERECTORS. 
GRAY, J. W., & Son, Ltd., 37, Red Lion Street, 
High Holborn, “London, W.C.1. Tel.: Cha. 8701-8702. 











FLOORING (COMPOSITION). 
For Staff Canteens, Kitchens, Workrooms, Offices, etc. 


*“MODERNITE’ 
MAGNESITE JOINTLESS FLOORING 


Send for samples 
MODERN TILE & FLOOR COMPANY LTD. 
62/62a, Brewery Road, London, N 
Tel.: NORth 4611/2 


NATIONAL Flooring Co., Ltd., The, 183, Hammer 
smith Road, London, W.6. Riverside 5225. 


FLOORING CONTRACTORS. 


DE GAY FLOORING LTD. 


Flooring Specialists 


WOOD BLOCK - PARQUET - STRIP 
DANCE FLOORS A SPECIALITY. 
Resurfacing of existing Floors by machine. 
35 years’ practical experience. 

67, MIDDLETON AVENUE, GREENFORD, MIDDX. 
Telephone: Waxlow 3019 


PERMANITE, LTD., 455, OLD FORD ROAD, 
LONDON, E.3. Tel.: Advance 4477 ; and 220-222, 


KING: erat id ROAD, BIRMINGHAM, 22C. Tel. : 


Birchfields 5041- 

RAGUSA SA’ ASPHALTE PAVING Co., LTD., 
—" STREET, LONDON, W.1. "Tel. : ‘dat 
General Asphalte Co., Ltd. Engert & Rolfe, Ltd. 


FLOORING (FIREPROOF). 
Siegwart Fireproof. Smith's Fireproof. 
Stuart’s Granolithic Co., Ltd. Trussed Concrete. 


FLOORING (JOINTLESS). 


PARQUET 


For Window Bottoms, etc. 


Supplied in CHESSBOARD or 
other design PANELS with 
suitable Margins. 


Also : Wood Blocks, Hardwood Strips, 
and “EBNERITE” Jointless Composition 
Flooring. 


Supplied and Laid Complete. 


JOS. F. ERNER 2r'steianr st 


LIMI TED EAST 4145 CUBITT TOWN, E.14 






































COLOURED ASPHALT } 
FLOORING 
BY 


H. V. SMITH & CO. LTD. 


54 VICTORIA ST., WESTMINSTER, S.W.1 
Phone: ViCtorla 4575 


FLOORING 


By “VEITCHI” 


Mh FLOORING 


Hardwearing, easily maintained 
and hygienic. Available in a 
range of colours. 


RUBBER FLOORING 
In Plain or Mottled Colours. 


THEVEITCHICO.LTD. 
EldonStreet House, EldonSt.,London,E.C.2 
Telephone: BIShopsgate 3026 























ROCK Asphalte Co., Lid.. I'he, 183, Hammersmith 


Road, London, W. ‘ ,_ Riverside 5226. 
General Asphalte Co., Monarch Flooring Co., Ltd. 
Marbolith Flooring Co. ee. Zeta Wood FloorinzCo.(19?0), Ld. 


FLOORING (PLASTIC). 


PLASTIC 


FLOOR TILING 


Wears Longer, Costs Less, Easily Cleaned 


EDWARD STUART & CO. 
8, Hglbein Place, London, S.W.1. 
Telephone: SLOane 4065/4021 
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FLOORING (RUBBER). Veitchi Co., Ltd. 


RUBBER 
FLOORING 


RUBBALUX. COMPANY 


Contractors to: 

Air Ministry - British Railways 
British European Airways 
County and Local Councils 
Regional Hospital Boards 


8 HOLBEIN PLACE, S.W.1 
Telephone: SLOANE 4065/4021 

















DUNLOP Rubber Co., Ltd. (General Rubber Goods 
Division), Cambridge Street, Manchester. 


neo lattes WOOD BLOCK AND 
PARQUET London Flooring Co. 


WwooD BLOCK 
FLOORING 


HOUGH BROS. LTD. 
Factory: ROEBUCK ROAD, 





CHESSINGTON, SURREY 
ELMbridge 7928 
ALSO 


Parquets Hardwood Board Floors 
OLD FLOORS REPAIRED AND 
RESURFACED 


NEW FLOORS for OLD 


Wood Floors Planed, Sanded, 
Repaired and Treated. 
FLOOR RENOVATIONS LTD. 
36, LAURISTON RD., E.9. Phone: AMH 1080 


Sandpapering machines for hire 











| 
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GLASS CLEANING. 


Is Your Roof Glass Stained, 
Grimed or still Blacked Out ? 


WE CAN CLEAN IT AS NEW 


Paint Bitumen or Chemicais Removed 


Trade Enquiries Invited 


Chae -10)' | 
INDUSTRIAL CLEANING CONTRACTOR 
BRICKWORK, STONE, ASBESTOS 
189 LEIGHTON ROAD, LONDON, N.W.5 
Telephone: GULliver 4977 
CONTRACTORS TO BRITISH RAILWAYS 





GLAZING. 


—a complete 


GLASS & 
GLAZING éervice 


for the builder 


WOTTONS 


(CROYDON) LTD. 
POPLAR WALK 
CROYDON 


CRO 
2756 





Luxfer, Ltd. 
Nicholls & Clarke, Lid. 
Paragon Glazing Co. 


Aygee, Ltd. 
Clark, Jas., & Eaton, Ltd. 
ee Geo., & Sons, Ltd. 


ywards, Pearson, J., & Sons 
Heliwell & Ltd. Welstead. C. 5 
Wotton’s ale a, Ltd. 


GRANITE (BROKEN AND CHIPPINGS). 
COX, H., & Sons, Ltd., 49-51, Southampton Way 
Camberwell, London, 8.E.5. 


GRANOLITHIC PAVING, 





LTD. 
E.17 


MALCOLM MACLEOD & CO. 
GLEN ROAD, WALTHAMSTOW, LONDON, 





Telephone: Keystone 4314-5 


GRANO-METALLIC Paving & ee Co., Ltd., 
557, Lea Bridge Road, London, E.1 











IDEAL WOOD-FLOORING 
WOOD BLOCKS - PARQUET - STRIP FLOORING 
Floorings carried out to Architects’ and 
Builders’ a 


IDEAL PARQUET FLOOR CO. 
32, Pellatt Grove, WOOD GREEN, N.22 
Phone: Bowes Park 6887 + North 3974 


SMITH & CO. (HAYES), LTD., DAWLEY 
BOAD, HA’ MID. Stevens & Adams, Ltd. 
NATIONAL — is i, ‘" t Hammer- 
Monarch Flooring. Philip Fientee Vigers ny Zeta Wood. 


FRENCH POLISHING. 


FRENCH POLISHERS 


WM. BURTONS 
26 Foulser Rd., London, $.W.17 Tel.: 


free 

















BALham 3968 








VERITY’S POLISHERS LTD. 
French Polishing Contractor: 


116/120, King’s Cress Road, London, W.C.1 
Telephone: TERminus 3070 











GALVANISED 2ooes. 
Braby, F., Gardner, J., & Co., Ltd. 


GAS-FIRED pomiens. Keith Blackman, Ltd. 
GAS-WATER HEATERS (GEYSERS, etc.). 
Ascot Ewart. 


GATES, RAILINGS (IRON), etc. 
er Blackhorse Lane, Walthamstow. London, 
Gardner, J., & Co., Ltd. 


Nicholls & Clarke, Ltd. 
GATES (WOOD).RowiandBros. Wyckham Blackwell,Ltd. 
GLASS. MANUFACTURERS ~~ MERS, 


ane & Paul, Ltd. 


Aysgee, Ltd. Laxter, 

Clark, James, & Eaton, Ltd. Nicholls & Tt Ciarke, Lid 

Farmiloe, Geo. Pilkington Bros. Pearson, J., & fons, 
Wotton’s Crovdon Ltd. 


GLASS (STAINED, PAINTED). 


RAYNER, Davies & Co., Ltd., 89/91,Kingston Road, 


Wimbledon, S8.W.19. 
Farmiloe, Geo., & Sons, Ltd. 
Goddard & Gibbs. Luxter, Ltd. 


Morris Singer. 
Nicholls & Clarke, Ltd. 


Stuart’s Granolithic Co., Ltd, 


HEATING APPARATUS. 
OLBY, A., & Son, Ltd., Penge, S.E.20. Telephone : 


Sydenham 6000. 
Keith Blackman. Nicholls & Clarke. Sturtevant Eng. Co. 


HEATING AND VENTILATING. 
Mumford, Bailey & Preston, Ltd. 
HOISTS. Christopher, J., & Sons, Lid. 
INCINERATORS. 
Braby, Fredk., & Co.,Ltd. Harvey, G.A.,&Co. (London), Ltd. 
INSULATING MATERIALS. Encert & Rolfe, Ltd. 
Jones, Fk. cNeill. F. Newalls Insulation Co. 
Permanite, Ltd. Sundeala 
INSURANCE. Builders’ Accident. Timber & | Gen. Mutual. 
IRON — STEEL STOCKHOLDERS. 
HALL B (West Bromwich), Ltd., Eagie Work3, 
Greets Green, V Madge - ncaa 
Jones, T. C. 
JOINERY. 


Dunlop & Ranken 





SUC CESS QRS FO 


SHAPLAND 
ano PET TER uo 


RALEIGH WORKS 
BARNSTAPLE 
HIGH CLASS JOINERY 


FLUSH DOORS 














Austins of East Ham, Li Linden Doors, Lta. 
E.J.M.A. Magnet Joinery. 
Edmonds & Co., Ltd., A. Ran & Austin, Ltd. 
Elliott, Samuel, & Sons. Sadd, img ‘Sons, Ltd. 


LADDER MAKERS ee ae one). Acrow. 


Cayless Bros. Collin; & Carter. 
Scaffolding (Gt. Britain), Ltd veda . O., Ltd. 
LAMPS. Tilley Lamps. 


LEADED vid MANUFACTURERS. 


OLBY, A., & Son, Ltd., Penge, 8.E.20. Telephone: 
Sydenham 6 $000. 
Farmiloe Goddard & Gibbs. Nicholls & Clarke. 


LEAD, on, COLOURS, SIZE. 

Farmiloe, Geo.,“& Sons, Ltd. “iicholls & Clarke. Ltd. 
LEAD (ORNAMENTAL), etc. 

STONER & Saunders, Ltd., 20, Woodfield Road, 
Paddington, W.9. Tel.: CUNningham 3321-2-3. 


LAGGING. 


ECONITE 
PRE-FORMED 


LAGGING 


HOT WATER PIPES 
STORAGE TANKS 


CYLINDERS, ETC. 
IS 
MANUFACTURED ONLY BY 


KITSON'S 


INSULATIONS LTD. 
London Road, BARKING, ESSEX 





Telephone: RIPPLEWAY 2424/6 
IND & 

Walthamstow, London, E.17. 
a: G APPLIANCE CO., 35-43, Hornsey Road 
LONDON LIFT CO., 103, WORSHIP sTREET- 
LONDON, E.C.2. 
Bennie Lifts, Ltd. Penrose, Lifts, Ltd. 
Dennison Kett & Oo., Ltd. Pickerings, Ltd. 
Hall, J. & B., Ltd. Porn & Dunwoody, Ltd. 


Morris, Herbert, Ltd. Steven, A. & P., Ltd. 
| LIGHTNING CONDUCTORS. 





ESTABLISHED OVER 100 YEARS 


J. W. GRAY & SON, LTD. 
“FRANKLIN HOUSE,” 37, RED LION STREET, 
HIGH HOLBORN, LONDON, W.C.1 
MAKERS AND ERECTORS OF 


CHANCERY Ll GHTN NG ¢c SANCERY 
HAN! 
ror CONDUCTORS = “" #702 











+ i poe R. C., Ltd. 39, Victoria Street, London, 


LOCKS, LATCHES, Adams. Robt. 
MACHINERY AND PLANT. Acrow (Engineers), Ltd. 
Chamberlain Industries, Ltd. Millars’ Machinery Co., Lid. 

Jones, T. C., & Co., Ltd. Parker, F., Ltd. 
Lewis & Lewis, Ltd. Scaffolding (Gt. Britain). Lita 
The Liner Con Machy “o Youngman W C., Ltd 
eee AND TERRAZZO PAVING. 
.. Ltd., The, 183, Hammer- 
. London, W.6. Riverside 5235. 
Ltd. Marbolith Flooring. Terradura Flooring 
OFFice “EQUIPMENT. 
OLBY, A., & Son, Penge. 8.E.20. Telephone: 
denham 6000. 


Libraco, Ltd. Sankey-Sh 
PAINT REMOVERS. Quickstryp 
PAINTING CONTRACTORS. D-P.C., Led., Sharrock: 
PAINT SPRAYING. 

Lilly, Walter, & Co., Ltd. London Spray, etc., Co., Lid 
PAINT AND VARNISH MANUFACTURERS. 


FOR Dsartatie WORK 





Send for 
Colour Card 


CR. AVERILL 


‘ 
22 Dechy Streec. 
Stamford Street. 
London, $.£.1. Phone 
WATerioo 4732/3 


SYNTHETIC 


PAINTS 


eee 0. & Sows 108. Penge, 3.£.20. Telephone ~ 


Allied Paints & Chemicals, Ltd. Lillington, Geo., & Co., Ltd. 
Dixon's Paints, Ltd. Nich Lid. 
Fairfield Paint Co., Ltd. 
Farmiloe, ., pee Sons, Le Ltd. 


Griffiths jon 
PARQUET FLOORING. 

NATIONAL Flooring Co., Ltd., The, 183, Hammer- 

smith Road London, W.6. Riverside 5225. 


PARTITION SLABS, BLOCKS, etc. 
CONCRETE SLAB 


BEACHCRO & BLOCK CO.LTD. 


HARROW WORKS, HARROW RD., LEYTONSTONE, E.1! 
CLINKER, PARTITIONS, Maryland 4747/8 














Pinchin Johnson & Co., Ltd. 
Sissons Bros. & Ce., Lid. 








PLASTERERS. 


JOHN HARMER & FULLER LTD. 





2 











757, FULHAM RD., LONDON, S.W.6 } 








95 











HIGH CLASS PLASTERWORK 


BRUCE MARTYN LTD. 


Piccadilly House, 33/37 Regent Sivanh, $.W.1 
Telephone: REG. 6296- 











PAVEMENT LIGHTS. 


AVEMENT 
LIGHTS 


PROMPT DELIVERIES 
FROM STOCK 


REPAIRS TO 
PAVEMENT -LIGHTS AND 
CELLAR FLAPS ASPECIALITY 


LENSCRETE LTD. 


GLASS & FERRO-CONCRETE 
QUEEN'S CIRCUS - LONDON «S.W.8 
Phone: MACaulay 1063 


























WAXLOW RD. HARLESDEN N.W.10 
HAY WARDS, L14.. Union Street, Borough, Loudon, 





s.E.1. Phone: Waterloo 6035 (5 lines). 
PLYWOOD. ‘Travis & Arnold. 
PLYWOOD, METAL FACED. Flexo. Venesta, 
PNEUMATIC TUBES. Sturtevant Engineering Co.,Ltd. 
PORTABLE AIR COMPRESSORS & ROAD. 

BREAKERS. 

ATLAS DIESEL "eee BERESFORD AVENUE, 


WEMBLEY, MID ; 
=" & Wade, Ltd., Engineers, High Wycombe, 
PRECAST CONCRETE MANUFACTURERS. 














MALCOLM MACLEOD & CO. LTD. 
GLEN ROAD, WALTHAMSTOW, LONDON, &.17 
‘elephone: Keystone 4314-5 
Stuart's Granolithic Co., Ltd. ‘ 
PRECAST CONSTRUCTION. Orlit, Ltd. 


Acrow. Sea: i t. Britain). Steel Scaffolding. 
PULLEY BLO KERS. Morr's, Lid. 
PUMPS, PUMPING ENGINEERS. Lewis & Lewis. 


PUTTY MANUFACTURERS.  Farmiloe, George. 


RAINWATER GOODS. 


Braby, F., & Co., Ltd. Harvey, G. A., & Co. (London). 
Farmiloe. o. & Sons, Ltd Nicholls & Clar'! rke. 
RAWLPLUGS. Rawiplug Co. 
REINFORCED eee > ENGRS’ & CONTRS. 
B.B.C. Eng. Co., Simpiex Concrete Piles, Ltd. 
Stuart 's Granolithic Co., Ltd 


Expanded Metal oe Ltd f 
Jones, T. C., & Co., Ltd. Trussed Concrete Steel Co., Ltd 
Lind, Peter, & Co., Ltd. Twisteel Reinforcement, Ltd 


REINFORCEMENT STEEL. 








REINFORCEMENT 3/16, WOBURN 
SUPPLIED, PLACE, 
GENT W.C.1. 
AND TERMINUS 
FIXED 7877/8/9. 


ROM RIVER CO., LTD.—SPECIALISTS IN 


STEEL REINFORCEMENT 


Trussed Concrete Steel Co., Liu. 
Tones T.€. & Co. Ltd. Twisteel Reinforcement, Ltd. 
REINFORCING BARS. United Strip & Bar Mills. 
ROAD-MAKING EQUIPMENT. 
BROOM & Wade, Ltd., Engineers, High Wycombe, 











Expanded Metal Co., Ltd. 


Bucks. 
ROOF LIGHTS. 
Aygee, Ltd. Farmiloe, Geo. Helliwell & Co., Ltd. 
GlazingCo., Ltd 


ROOFING COMPOUNDS. 
? MADE BY BRITISH BITUMEN 
ERULSONS De TRADING ESTATE, SLOUGH, 


BUCKS. 

Pan sg SE and “RITOLASTIC,”’ Andrew Maxwell 
(ace. rpool Borax Co., Ltd.), Maxwell House 
st. Posie Seenee. Liverpool, ‘Ruberoid Co. itd 









THE BUILDER 


Anderson, D., & Son, Ltd. Tretol, 
Engert & Rolfe, Ltd. “ Hermetex ” "he Ve on Co. Ltd. 
Geo. Farmiloe & Sons, Ltd. Permanite 


ROOFING CONTRACTORS. 










W. T. ALLEN & SONS LTD. 
SLATING TILIN€ ASBESTOS 
Stripping and Relaying all types. 

64, EASTWOOD STREET, STREATHAM, S.W.1€ 

Phone: Streatham 0830 





*AQUASEAL’ WATER 


AND WEATHERPROOFED 


Oral NTRACT 


Telephone: 








ROOFING CONTRACTORS 


Wood Lane Sidings, London, W.12 SHE. 2391 
Acocks Green, Birmingham, 27. Acocks Green 0683 





ASBESTOS Cement Roofings (London), Ltd., 3, 
Victoria Street; Westminster, London, 8.W.1. 


Asphalte Co., Ltd., 183, | a 

; on, W.6 Riverside 522 
Engert & Rolfe Ltd. Parkinson, E. Permanite, Ltd. 
, Led. Roberts, Adlard & Co., Ltd. 


ROOFING ‘FELT. 
Ruberoid Co., Ltd. 


Langley, Ltd. 
ROOFINGS. (VARIOUS. BRANDS). 
Andereon, D. & Sons, Ltd. * Lion ” (F. McNeill & Co., Ltd). 
Engert & Rolfe, Ltd. Ragusa 
General AsphalteCo., Ltd. ra nea Ltd. 
vy Duty (Permanite, Lta.). 


RUNWAYS. | LIGHT OVERHEAD. Morris, Hbt., Ltd. 
SAND AND GRAVEL MERCHANTS. Boyer, ‘Wm. 
—. —e . Sens, ae, re. Southampton Way, 


SANITARY FITTINGS AND ENGINEERS. 


Greenwood & Hughes, Ltd. 
Bek Hunt, & Co., Ltd. Ha: rds, Ltd. 
Farmiloe, Geo. 





Nicholls «& ‘Clarke, Ltd. 
SASH CHAINS AND SASH PULLEYS. 
‘ 


RHODES PATENT PULLEYS ano CHAINS 


FOR 


SASHES, SHUTTERS, DOORS « HATCHES 


RHODES CHAINS LTD. 
BEACON HOUSE, KINGSWAY, LONDON, W.C.2 
Telephone : Chancery 8135-6 


ROYDE & TUCKE 


povrur Manufacturers of all types of case 
ROY PULLEYS @ CHAIN. 117/119, 
yvTU STOKE NEWINGTON RD., LONDON, N.16 


LES on 

‘ALMER’S TRA G CRADLE & 

Py ng /31, GREAT SUFFO! TREES, 
E.l. °PHONE : HOP 2615. 

SEWAGE. PURIFICATION: Tuke & Bell, Ltd. 

SHEET METAL WORKERS. Gardner, J. Harvey, G. 4. 

FAIRLEEDE Engineering, Ltd., Manor Ironworks, 

Occupation Road, Walworth, London, S.E.17. 

SHOP & OFFICE FITTERS. 








— 
























{ 
| 
| 
| 
/ 


ACE SHOPFITTERS 
Shopfronts in Bronze « Stainless Steel « Hardwoods 
WORKS: 2A TYBURN LANE, HARROW, MIDDLESEX 
Survey Department. Phone: Primrose 8373 











Edmonds, A., & Uo., Lad. Harris & >. 


SHORES, ADJUSTABLE. 
Acrow. Scaffolding (Gt. Britain). 


SHUTTERS, REVOLVING, 
ARTHUR L. GIBSON & CO. LTD. 


KINNEAR ee 


2chu0n, c£OMarU, SS. ~ 


Steel Scaffolding. 





zwus CHUTTERS 


TWICKENHAM _Popesgrove 2276 


Blackhorse Lane, Waltham- 








HASKINS, * * Rolador,” 
stow. London, E.17. 
Dennison, Kett & Co., Ltd. Haywards, Ltd. 
Mather & Platt, Ltd. Hirschhorn, E., & Co., 


SLATE AND TILE MERCHANTS, &c. 


Lid. 





E. PARKINSON cowow LTD. 


SLATE MERCHANTS 
SLATING TILING & ASBESTOS 
ROOFING CONTRACTORS 
Paone: STA, HILL 3211-2 


189, HIGH ROAD, S. TOTTENHAM, N.15 














Junr,, Bethnal Green Slateworks, 


ETRIDGE, J. J., 
London, E.2. 

















SLIDING DOOR GEAR. Aidam, E. Hill, & Co., Ltd. 
HENDERSON, P. BARKING, 
(Complete Range). 


, Geo. W., Ltd. (All Systems), Hartford Works 
Hitchin, Herts. Hitchin 960 (10 Hines). 
ltd. King, Geo. W. 


Clarke Ellard Eng. Co., 
SOUND INSTALLATIONS. Dicteraph Telephones. 


STEAM yy NG, Dreyfus, A Szerelmey, Ltd. 
REPARATIONS & STEAM BRUSH CO., 129-131, 
GREAT SUFFOLK STREET, 58.E.1. PHI 
HOP 2615. 

STEEL CHIMNEY SHAFTS. Gray, J. W., & Son, Ltd. 

STEEL LOCKERS. ah vse aed Geese, &c. 
Constructors, Li 

STEEL MOULDS FOR “CONCRETE PRODS. 
McLAREN Johnston & Co., utd., 68, Victoria Street. 
London, 8.W. a 
Acrow (Engrs.), 

STEEL OFFICE & FACTORY EQUIPMENT. 
Constructors Sankey-Sheidon. 


STEEL SCAFFOLDING. See also Tubular Scaffolding. 


NICOLL, DAWSON 
& HUMPHRIES LTD 


Scaffolding Contractors 
76- Lt —. a ah 
LONDON E.C. 

‘Phone: Seite 46355 1823 














PALMER’S TRAVELLING CRADLE 
& SCAFFOLD CO., LTD. 
Specialists in 

L KINDS OF SCAFFOLDING. 








129/131, GREAT SUFFOLK STREET, Phone: 
LONDON, S.E.1 HOP 2615 
ECURITY 


CAFFOLDS LTD. 


LONDON & BIRMINGHAM 
SCAFFOLDING 


HIRE, SALE & CONTRACT 
Enquire now for 


SECTIONAL FRAME SCAFFOLDS 
WELDED TUBULAR STRUCTURES 


ead Office and Wo 
$2 / 96. SPRING HILL, BIRMINGHAM, 18 
Telephone: NORthern 4413 
London Address: 227, St. George’s Way, S.E.15 
Telephoae: RODNEY 4606 


STEEL SCAFFOLDING CO., LTD. 
82, Victoria St, London, $.W.) "Phone: Victoria 7453-4-5-8 
62a,G uSt..M hester 15 Moss Side3272 
21, Grinfieid Street, Liverpool 7 Royal 4551 
42/52. Garrison Lane. Birmingham 9 Victorial1008 


STEPHENS & CARTER LTD., 
The Oldest Scaffolding Firm in the Trade. 
731-761, HARROW RD., N.W.10. 
Telephone: Ladtroke 1191 (6 lines) 
Telegrams: Ladders, London. 


STEEL SHUTTERING. Acrow (Engrs.), Ltd. 
st - hnston & Co., Ltd.. 68, Victoria Street. 


STEEL SH TUTTERS. 
HASKINS, “ Rolador,” 
stow. London, E.17. 

STEEPLEJACKS. 


STEEPLEJACKS 


























Blackhorse Lane, Waltham- 





ESTABLISHED OVER A CENTURY. 


“FRANKLIN HOUSE” 
37 RED LION STREET, 
ei iCin ig l@)8-10)-1, a AGm 





CHIMNEY REPAIRERS 


CUTTING, R. C., Ltd.. 39, Victoria street, London, 
S.W 1. 





STONE CLEANING AND RESTORATION. 









Specialists since 1884 in 
the restoration of stone, 
brickwork, rendering and 
stucco, also steam cleaning 


DREYFUS 


+ sseututest: +S. t. i. tens nepza6e 

STEAM BRUSH CO., LTD., 
129/131, GREAT OLK STREET, LONDON, 
S.E.1. Telephone : HOP nce 


Restora: Preservation an 
Cleaning, 27 3-277, “Rotherhithe New Read S$ aT 16. 
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THE BUILDER 


STONE. GRANITE, Sic. Usth & Portland Stone Lt. | TARPAULINS. 


yomes STEELWORK. 


“STEELWORK 


WHEN YOU NEED IT” 


C. & S. 


CONSTRUCTION CO. LTD. 
. ISLEWORTH, MIDDX. 


PHONE: HOUNSLOW 80711 (6 lines) 











‘STEELWORK BY 


ow. DHARMANA.. 
Head Offices: 
5, VICTORIA STREET, LONDON, S.W.1 
"Phone: Abbey 5731/2 
*Grams: “ Sharmsteel, Sowest" 
All communications to above address 


Works: SWAN WORKS, HANWORTH, MIDDX. 
"Phone: Feltham 3007 & 3990. And at HAYES, MIDDX. 











Booth, John, & Sons Gardner, J. llaywaras, Lid. 

Boulton & Paul, ee Henderson & Glass. 

Braby, F., & Oo., Lid. Jones, T. C., & Co., Ltd 
Braithwaites Oo.(Engrs.), Ltd. Keay, E.C. & J., Ltd. 

Croggon & Oo., Lid. r, T. W., & Co., Ltd. 

Da Ltd. Dunlop & Ranken. Watson, :s & Co, 

SUCTION CLEANING.  Startevant Eng. Co., Ltd. 


SURVEYING INSTRUMENTS. 
Baker, C. horaton, A. G 
TANKING. 
Asphalte The, 183, H ith 


. Ltd. 









20ft. x 14ft. 90/- 
14ft. x 10ft. 45). 
10ft. x 7ft. 20/- 


RECONDITIONED AND REDRESSED 






NEW Bie. LINS GREEN COVERS 


Warrington, 
TELEP:: 2233/4 
TERRAZZO. 


NATIONAL Flooring Co., 
smith Road, London, W.6. 


TILES (FLOOR & WALL). 


Ltd., The, 183, Hammer- 
Riverside 52235 


LTD 


London, N.W.1 


“CALEDONIAN CONCRETE PROD 


Argyle Hous 29, Euston Road 


Cope & Uo. Lid. Travis & Arnoid. 


TIMBER. 
Anderson, O. F., & Son, Lid. Sadd, John, & Sons, Ltd 
Bioore. W & Son, Ltd. Travis & Arnold. 
Fry, W. 8., Vigers Bros., Ltd. 
Rowland Bros Ware, W. C., & Sons, Lad. 
TRENCH Stars (ADJUSTABLE STEEL). 
Acrow (Engrs.), 


TUBULAR SCAFFOLDING. 





ROCK Co., Ltd., 

Road. London, W.6. Riverside 5226. 
TANKS, coereness, CYLINDERS, &c. 

Braby, F., Harvey, G. A., & Co. (Ldn.), Lid 

srelcaite 0 Ocitnere.),1A6. London Galv. Iron Co., Ltd. 


Croggon er & Platt, Ltd. 
Farmiloe, Geo., & Sone, Ltd. 


Nicholls & Clarke, Ltd 
TAPS. Evans, F A., & Co.. Ltd 


TAR-PAVING CONTRACTORS. General Asphaite. 
EN & SIMMONDS 


Ceeee, tap 
3, BUCKINGHAM PLACE, LONDON, 8.W.1. Tel. 

No.: VICTORIA 0944 /5. 

FIELD & Palmer, Ltd., Station Road, London, 

N.22. Bowes Park 1131-2. 

RA ASPHALTE PAVING CO., LTD., 55-59, 

OXFORD STREET, LONDON, W.1. Tel. : Gerrard 

54 


STEPHENS & CARTER LTD., 
The Oldest Scaffolding Firm in the Trade. 
731-761, HARROW RD., N.W.10. 
Telephone: Ladbroke 1191 (6 lines) 
Telegrams: Ladders, London. 














London & Midiana 
Steel Scaffolding. 


Langley London, Permanite 
Sturtevant Eng. Co., Ltd. 


Acrow. Boaiton Tubular 
Scaffolding (Gt. Britain), Ltd 


UNTEARABLE FELTS. 
VACUUM CLEANERS. 


VENTILATING, etc. 


Boyle, Robert, & Son. Haywards, 
Greenwood’s & Airvac. Keith Blackman, Ltd 
Harvey, G. A.,& Co.(Ldn.),Ltid. Sturtevant Eng. Co., Ltd 


Ltd. 








VERMICULITE. 
FIREPROGF - ROTPROOF - PERMANENT - GDOURLESS 


* a eee t\ATED 
VERMICULITE 


AGGREGATE FOR LIGHTWEIGHT INSULATING 
CONCRETE, PLASTER, ATTIC INSULATION 
EXFOLIATORS (VERMICULITE) LTD. 
21 Broadwater Road - WELWYN GARDEN CiTY 


WALLBOARD DISTRIBUTORS. Waiters. Fry, Ld. 
WALLBOARD MAKERS. 
INSULITE a » Comemtion, Ltd., 41, Kings- 
*Gyproe” Prod:tcts, Ltd. 


way, London, W.C. 

Celotex, Lt. 

Sundeala. Bowaters Building Boards, Ltd. 
WATER MIXING VALVE. Walker Crosweller & Co., Ltd. 
WATERPROOFING MANUFACTURERS. 


GEORGE LILLINGTON & Co., Ltd.. 5-7, London Bridge 
Street. London Bridge, $.E.1. NO.2 METALLIC LiguiD. 
A colourless solution for waterproefing exterior walis. 


“ AQUAREP” 


for 190% Waterproof Concrete 
















“FLUTOL B” 


for Damp-proofing Interiors 


Send for Details. 


DAMP-PROOFING LTD. 
DEPTFORD, LONDON, S.E.8 


1486-7 


TiDeway 





DAmP PKOOFING, LiD. « Aquarep” and Fiuto 
“B”), U.K. Works, Deptford, London, 8.E.8. 
Tel. No. : Tideway 1486-7 
“RITO” and “RITOLASTIC,” Andrew Maxwell, 
Maxwell Rg St. Paul’s Square, Liverpool, 3 
SIKA, tructural Waterproofing and Concrete 
Specialists: ” oo. Victoria Street, London, S.W.1 
Telephone : Victoria 3694 and 0666. 
SZERELMEY, Sales and Contracts Depts., 
se 277, Rotherhitiie New Road, London, S.E.16. 
Berry, Wigaine & Co. Ltd. Kerner-Greenwood & Co., Ltd 
Byrd, A. A. & Co. Producta, 
band ih Tretoi, Ltd. 
Grangersol. Ltd Permanite, Ltd. The Veitchi Co., Ltd. 


WINCHES HAND. London Electric Firm. 
WINDOW FRAMES AND SASHES Garren). 


Sealocrete 





Aygee, Ltd. Helliwell & Co., 
Braby, F., & Co., Ltd. Laxfer, Ltd. 
Crittall Mig. Co., Ltd. Norris Singer. 
Farmiloe, or &Sons, Ld Nicholls & Clarke, Ltd 
Haywards, Ltd Weistead, C. E., Ltd. 
wooD TR ATINES.. 
*Cuprinol,” “ Sidor” A y, Ltd. 





Combined sound and heat insulation 


Newalis Fiexible Asbestos Blanket is a fire-resisting 
blanket of wide application in the building trades. Used 
in sound-proofing constructions it reduces the transfer 
of both heat and sound. Applied in strip form to cold 
water pipesit provides permanent protection against frost. 


Available without licence. Samples supplied on request. 


Head Office: 
WASHINGTON 
Co. DURHAM 


Offices & Depots: 
LONDON 
GLASGOW 


NEWALLS 


Insulation Co. Ltd. 


(A member of the Turner & Newall Organisation) 





MANCHESTER 
NEWCASTLE 
GSRESTF OL 
BIRMINGHAM 
BELFAST 
CARDIFF 

















HENDERSON & GLASS, 
26, Regent Road, LIVERPOOL 5, 
STEEL GIRDERS and CHANNELS 


and FLITCH-PLATES. 
5.000 TONS IN STOCK 
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IN: THE SERVICE OF 
THRIFT AND HOME OWNERSHIP 


FOR OVER 100 YEARS 


ABBEY NATIONAL 


BUILDING SOCIETY 


Head Office: ABBEY HOUSE, BAKER STREET, LONDON, N.W.1 


See local telephone directory for nearest office 
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Working for Prosperity 


2 As the walls rise the tempo of the work quickens. You'll see the 
Land-Rover hustling busily back and forth with men and materials. 
And yet it is more than a run-about: with its power take-off and four- 
; wheel drive it makes a mobile power unit which can take rough ground 
in its stride and bring power to where it’s wanted — right on the spot. 


WHEREVER THERE'S WORK TO BE DONE 


YOU'LL FIND THE L[ A ND 
OVER 


Britain's most versatile vehicle 


MADE BY THE ROVER COMPANY LIMITED, SOLIHULL, BIRMINGHAM 
ove 3 
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In 3 minutes you can be all set 


to LIFT MORE 
PER HOUR 




























—at any point of any site! 


Ease of transit, ease of erection and ease of operation 
are the three big advantages of the Wickham Mobile Hoist— 
while ruggedness and least weight are its big features. The 
result is the lightest, most mobile and most dependable 
Mobile Hoist on any market. 














Two models—MOBILE MAJOR 7/10 cwt. Fully mobile 
with 22 ff. mast, which is extendable by additional sections 
to 80 ft. if steadied. Lifting Speed: 135 ft. per minute. Two 
barrow, all-in weight 12 cwts. Powered: 5 h.p. blower-cooled 
industrial type petrol engine. 





MOBILE MINOR 4/5 cwt. Fully mobile with 22 ft. mast, 
which is extendable by additional sections to 50 ft. # 
supported. Lifting Speed: 80 ft. per minute. Single barrow, 
all-in weight 9 cwts. Powered: Four-stroke, blower-cooled 
industrial type petrol engine. 

Both models fitted with emergency brake. 


There is a WICKHAM AGENT in YOUR district ! 















Raising and towering mast is 




















Write today for illustrated folder and prices to- 


WICKHAM ENGINEERING CO. LBD. 
(Dept. 3) 34 Victoria Street, London, S.W.1 
Telephone: ABBey 5967 
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 STEELWORKS 
need 


SCRAP 


COX: DANKS L” 


IRON AND STEEL SCRAP MERCHANTS 


SHEFFIELD — STEVENSON ROAD, ATTERCLIFFE. — SHEFFIELD 41216. 
MANCHESTER — FREDERICK ROAD, PENDLETON. — PENDLETON 2481. 
BIRMINGHAM — LANGLEY GREEN, OLDBURY. — BROADWELL 1611. 
NEWCASTLE — 47, PILGRIM STREET. — BEDFORD — MELBOURNE STREET. 
COVENTRY—GOODS YARD, GOSFORD GREEN.—S, WALES—SCAPA WORKS, NEATH. 


LONDON — PARK ROYAL ROAD, N.W.10.— BRENTFORD, HARLEQUIN AVE.—DEVONS ROAD, BOW, E.3. 
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HOLBROOK 


(BUILDERS) LTD. 











40 ALDERSGATE ST., €.C.1 TEL.: MONARCH 2831/2. 

















THE (Tockatt 


‘MINOR' TERRAZZO 
POLISHER 


RAPID POLISHING 
MODERATE BLOCK 











CUPBOARD 
AIR- 





-— 














WEAR 
PERFECT BALANCE 
4 No matter how narrow the 
Passage .. . or how small the presse 
" ceiling opening .. . there’s always ONTROL 
\ A\ room for a Milles Cupboard Stair. 
(\ It folds flat and slides into a 











\ cupboard against the wall... 
\} projecting no more than four 
inches. This stair runs silently on 
| rubber wheels: two sliding hooks 
\ secure the top, and the centre is 
\ braced with a double rule joint 
hinge. It is absolutely safe foruse. * 
having flat steps and a hand-rail. 
By fitting a Milles Cupboard Stair 
\ every inch of attic space can be 
used to advantage. 




















This is an ideal machine for smaller jobs such as 
vestibules, lavatories, steps, etc.,and is effective close 
up to the wall. Working on the double disc principle, 
it ensures effortless control and perfect balance. 
Available with electric motor drive or air cooled petrol 
engine, this very robust little machine will give really 
dependable service. Write for leaflet. 


W. CROCKATT & SONS, LTD. 
72 DARNLEY STREET - GLASGOW - S.1. 


Send for illustrated brochure, de- 
tailing specifications, measurements, 
charts and prices. 


R. D. MILLES LTD. 


14, BRAZENOSE RD., BOOTLE, LIVERPOOL, 20 


MONOPHALT 


(nce:stveneo) 


THE MASTICS FOR 


ROOFING, DAMPCOURSES, FLOORING, ETC. 


COMPLYING WITH rtp ty STANDARD SPECIFICATIONS 
D AND 


- THE FRENCH ASPHALTE CO. 


WHOSE BUSINESS 1S INCORPORATED WITH THAT OF 


HIGHWAYS CONSTRUCTION LTD. 


IDDESLEIGH HOUSE, CAXTON STREET, LONDON, 5S.W.1. 

























ABBEY 4366 





PHONE! 
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offers all these 
properties 
\° one matertal 





Modern 
Plastering 


THERMAL 
INSULATION 


FIREPROOF 


goes back 

60 years, but 

its latest 
development is. 

only | year old” 


SOUND 
ABSORPTION 


CONDENSATION 
PROOF 


ROTPROOF NAILABLE 


Wy ETA y ICA 


Vermiculite Scientifically Applied 


Spray 


MetaMica Spray prevents condensation 


The introduction of Hard- 
wall plaster—Sirapite 
Plaster. 


188 
1939 


The introduction of plaster 
board finish—Sirapite 


completely and also provides a high measure 
of fire-resistance and sound absorption, with 
thermal insulation over three times better 
than normal plaster. Its protection against 
thermal shock and corrosion is outstanding. 
It adheres firmly to any properly prepared 
surface, internal or external, and presents a 
most pleasant self-decorative finish in 
white or pastel shades. 











Fhe ance GW in the mar 


MetaMica is applied by our own operatives and 
nominated. Sub-Contractors and our Technical 
Department is always available for consultations 
and advice on any particular project. 


MetaMica Technical Bulletins containing results 
of laboratory and field tests are available on request. 


MetaMica Ltd., Oxgate Lane, London, N.W.2 


Tel: GtAdstone 6554 





Board Finish. 


The introduction of high 
covering capacity, non- 
cracking, rapid drying 
undercoating free from 
injurious alkalis—Sirapite 
Browning. 


1949 
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Using this machine, one man can load 
60-90 cubic yards per hour of sand, gravel, 
crushed stone, coke, chemicals, or similar 
materials. Self-propelled and by virtue of its 
independently driven and braked wheels, 
amazingly manceuvrable, the Barber-Greene 
Bucket Loader needs only to be kept up to 
the stock pile. Use of the swivel conveyor 
permits lorries to be driven up to either side 
of the machine, so that loading is continuous 
and waiting time of transport cut to a mini- 
mum. Write or phone for fully illustrated 
leaflet. 


100% British Made—Barber-Greene Olding & Co. Ltd. 


we 
The pho hows a Barber- e 
ie age Ba Jack Olding 


Roads Reconstruction (1934) Lid. 
at their Tytherington Stone Com- 
pany Branch where it is loading 
crushed stone at 60 tons per hour. 


Olding & Co. Ltd. 


Hatfield, Herts. Telephone: Hatfield 2333 
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Part of a large area 

| of PLAXSTELE ceiling 


Registered Tr-de Mark 






The PLAXSTELE system combines the use of PLAXSTELE lath, It provides a suspended ceiling with a 
specially designed for plastering with PARISTONE plaster, with metal ‘Ubstantial plaster finish having high fire- 
patented suspension and jointing members which hold the lath rigid and 
at the same time anchor metal reinforcing rods in the plaster finish. 





resisting properties. It is adaptable to any 





type of building construction and can be 






suspended horizontally at any level below 







the main roof structure. 





Advantages of this system include simpli- 


fication of plastering work, saving of time, 






superior strength, high fire resistance, 






elimination of timber framing, improved 






thermal insulation. 
The photograph above shows part of a 
large area of PLAXSTELE ceiling to which 


the first undercoat of PARISTONE plaster 








is being applied. The isometric sketch on 






left shows the general assembly of the 


component parts. 
Further information about this and other 








GYPROC products or systems will gladly 






be supplied. 






Makers also of acoustere Ceilings, GyPRO 
Plaster Board, GYPKLITH Lightocight Building G Y P R 0 C 3 R 0 D U C T S L I M I T E D 






Slabs, GYPSTELE. Partitions and Ceilings, HEAD OFFICE: Westfield, Upper Singlewell Road, Gravesend, Kent. Tel : Gravesend 4251-4 "Grams : Gyproc, Gravesend 
Gyproc 2” Solid Partiti GLASGOW O'FFICE : Gyproc Wharf, Shieldhall, Glasgow, S.W. |. Telephone : Govan 2141-3. "Grams : Gyproc, Glasgow 

4Ons. LON DON OFFICE : Morris House, 1-5 je-myn Street, London, S.W.! Telephone : Whitehall 3073.4 2 
G.P.2 







L 
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MARLEY iit. 


are guaranteed against lamination and decay for 50 YEARS 


MARLEY iting 


is maintained free in good condition for 10 YEARS 


Whatever tiles you specify insist on these guarantees backed by g Company of standing 


PERMANENT 
COLOUR 

All Marley roofing tiles 
are now surfaced with 
permanently coloured 
granules which cannot 
fade, but give a 
distinctive texture 

to the tiles and assist 
the weathering process. 
The use of these 
granules, which are 
manufactured by 
Marley, makes it 
possible to supply a 
range of blended 
coloured tiles in addi- 
tion to the standard 


range of colours. 


IHE MARLEY 


"* Not for an age—but for all time” 
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Hygienically perfect— 


in a.wide colour range 


























Bears the mark of the B.S.I. 
Choice of 11 permanent colours 
Rustproof, straight or cranked hinges 
Cannot harbour dirt or germs 
Cannot stain, fade or chip 

Cover completely encloses seat 


Moulded in one piece without any joins or crevices to harbour 
germs or dirt, Belvedere toilet seats meet your Clients’ choice or 
the architects’ specification. The material used is unaffected by 
moisture or chemical influences, is virtually unbreakable and 
always looks as good as new. Their cleanliness, good appearance 
and perfect hygiene enable you to fill contracts to everybody’s 
satisfaction. Full illustrated details obtainable from any of the 
addresses below. 


COLOUR SEAT & COVER 


Black, Mottled Red, 
Mottled Green, Walnut... per ae ik 


Light Green, Ivory, Jade Green, Primrose, 

Flesh Pink, Lavender Blue ... oa an 4259 6 

White ... - as a pee Ne wee ae 
Usual trade discounts. Prices of seats without covers on application. 


OUTHERN 


me Lelvedere 


PLASTIG TOILET SEAT 


Manufacturers: E. K. Cole Led., Southend-on-Sea, Essex. ‘Phone: Southend 49491 
Export Enquiries : 5 Vigo Street, London, W.!. ‘Phone: Regent 7030 : 
Distributors: United Merchants Ltd., 73 High Holborn, W.C.1. "Phone: Chancery 7535 
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tee Care eed GF, x LR EER 
PEERLESS 
catyweght CHAIN LINK FENCING 


Wherever privacy or security is essential, there is no 
finer defence than Peerless Heavyweight Galvanised 
Chain Link Fencing, manufactured exclusively in 2’’ mesh 


from 834 or 64 gauge wire. Here is a fence that foils any es d try 
in indus 


against ‘ 


intruder—and our expert fence erectors are available to 
ereet this fencing in any part of Great Britain, ensuring 
that the fullest benefit is taken of its unrivalled ruggedness. 


- Send for new illustrated brochure to:— sezdcen-1t0 ak 
PEERLESS FENCE & PRODUCTS LIMITED +» 10 NORFOLK STREET, MANCHESTERZ? 


DEPT. 1.C.B., HAREFIELD, UXBRIDGE, MIDDLESEX 


N. WHITING LTD. cei Tt 


DOUBLE-SIDED 
SEMI-VERTICAL 
STAND 
Built with 152” centres 


Also: Type 10 


SIMILAR STAND 
Built with 12” centres! 




















MERCHANTS 
AND IMPORTERS 


HARDBOARD STOCKISTS 


9-17, DRYSDALE STREET, Tel: 
HOXTON, LONDON, N.1 S7s0 1596 (REGD. TRADE MARK) 
PATENT “ALL-STEEL” 


BICYCLE STANDS 


TYPES TO SUIT ALL POSSIBLE REQUIREMENTS 
Single or Double-Sided 
' FOR ee 


>. 
HOW OFTEN DO WE HEAR THIS? OUTDOOR 


* BAT’ Square toothed plate Timber USE 
Connectors can be used in the con- } Type 4 
struction of standard timber com- eter 
ponents, such as purlin, trusses, SINGLE-SIDED 
bracing members, towers, temporary 


fi rk and 
oe eo 


for list and samples. 
Apply for fully illustrated folder to sole fi and p 


SQUARE TOOTHED PLATE TIMBER CONNECTORS ALFRED A. ODONI & COMPANY LTD 


AUTOMATIC PRESSINGS LTD. ‘eat’ 
Eerste ya Tanta eee Prange co SALISBURY HOUSE. LONDON WALL, LONDON, E.C.2 
.: MONar 38/9 
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MISCELLANEOUS-Wanted-For Saie-For Hire. Prepaid, 24 words, 7/6, each additional 6 words, 1/6. Display, 25/- (per single column inch). 


WANTED 7 
Sigua gue See mae a CONCRETE REINFORCEMENT 









































7 and Secondhand Wanted.—Send full —- 
to ©O & DANKS, Ltd., Scapa Works, Wadsley i i 
Bridge, Shefficld, or offer to your nearest branch. Rolls as yards x 10 feet x 3 inches. Hexagonal Mesh x 13 gauge. Weight 

ANTED to Purchase.STEEL SCAFFOLDING, approximately 2.8 Ibs. square yard. Price: 80/- F.O.R. King’s Langley. 

second-hand. Will also take Alloy.—LAURENCE, 
73, Victoria-road, N.W.6. Maida Vale 2748/3578. 

ee SOR, SN, ee CHAIN LINK FENCING LIMITED 

GLASS, free from wire and putty glass. Must STATION APPROACH, KING’S LANGLEY. HERTS. Telephone: 3017 
» reasonably clean. Not less than 3 ong —Aoply. 

- G. THOMPSON, Ltd., 72-73, The Arches, 
Boundary-road. Walthamstow, E.17. Lar. 4439. ROAD SHELTERS, LATRINES, TARPAULINS [ ae cae ee ae — —, —— y “ can- 
N STs ee ition, Portable collapsible tubular sheet frames, green | - vas, size x t., £ 8.; t. x 
an JOISTS. | TRUSERe. geek US. proofed canvas covers, 15 long, also 12 ft. long. aiso | 12 ft., £8; 18 ft. x 12 ft., £9128. Brass eyeletted 
TRIES, Staffa-road, London, E.10. 7 ft. 6 in. long. LATRINES, collapsible. SHELTER | With ropes. Carriage paid State purpose when 
fe pti Msg os COVERS supplied separately. TARPAULINS, all | oFdering.—HYCOVERS, Ltd., Dept. 35, 14, Brewery- 
O TILE MERCHANTS AND STOCKISTS.—Wanted standard sizes up to 20 x 20 ft., and larger. Users’ | 0d, London, N.7. 

Frostproof External Mottled Blue 6-in. x 4-in. call or send for Lists.—THE PODMORE WORKS, | IR PUMPS.—Two-tool type P.130 PORTABLE 
ee ee ee ne — bas Podmore-road, 8.W.18. ’Phone: Battersea 6316. A Png bmg Rane 4 = ae 
MEDCALF, 3, Stanley-street, Liverpool. " — oo eatuis, Bist for ; Sanzars, "Sted, | mae ie wn tak TEAGH, "261, High. street, 

OMNEY HUTS Required—urgently.—Offers to eabaat issen-type uts, “hr angars, Steel, | Waltham Cross, Horts. 
GEO. WIMPEY 2 CO. Ltd, Beochdalerroad, | Asbestog, and, Timber, ‘Bulldings... Large Tange of | F BOONDITIONED NISSEN HUTS for Export, 25 
Aspley, Nottingham. | Huts are repaired, painted ‘ana pond Wei ny pe tikog | Standard Nissen Tiere, Se ft. x 16 ft., recon- 
ditioned. 16 ft. wide, 24 ft. wide. yo 30 ft. wide, rps repainted, bundled, stencilled and delivered 
any length. Carriage paid. Prompt dispatch.—Write f.o.b. London at £71 10s. Larger quantities avail- 
WANTED! how for details and prices to J THORN & SONS, | able.—UNIVERSAL SUPPLIES (BELVEDERE), Ltd., 
be | Ltd., Box 174, Brampton-road, Bexleyheath, Kent. | oe 210, Crabtree Manorway, Belevedere, Kent. 
100 TONS INSULATION BOARD aeiecoman a Fe 
UICKTHORNS. 14 ft. to 23 ft., also larger sizes; LUSH DOORS.—Free of Licence. 6 ft. 6 in. x 
OFFCUTS — DAMAGED really grand, strong plants, for new hedges or | 2 ft. 6 im. xX 14 in. (Gerwood Brand). Also 
5 replacements; reasonable prices; auotations gladly; | 200,000 ft. of super % in. FINNISH LION HARD- 
Any Quantity from 4 cwt. Any Thickness. state quantity; guaranteed nursery wn r | Maina . a rary a caren 10" Mananeen 
A H early. GARDEN 3EAUTY « Newhouse now for free list to N. a , Mare-street, 
a -Tase" DROMuC Quantity. Nececien, Pi ag Mel PRODUCTS. ‘ford 52. Hackney, London, E.8. Telephone: Amherst 5805. 
LYTEZE” PRODUCTS LTD 
. 
MORSES LANE « BRIGHTLINGSEA « ESSEX STEEL FRAMED } A ELDER REED:< 
. |AE Co. Ltd. 














+ Scrap Lead Wanted SINGLE STORY SPECIALISTS for 25 YEARS 
hag READ & SON $ LTD INDUSTRIAL) | | woe suprvor- 
12:14, LOAMPIT HILL, LONDON, S.E.13. = et 3452 Bs  B} a L D | ey G AN A LL 
FOR SALE 
FOR SALE | Complete with covering C ° M P o $s i T i ° N 
oe i vere ee rs et | 4’ x 188’, 188’ x 100’ and 188’ x 84’ | T & R R - Z B Oo 
BOARDS, “LASHES. "TARPAULING. ‘DUST SHEETS, SHARMAN | | FLOORING MATERIALS 


aandard — (Wr CG eS. RS 5, VICTORIA STREET, S.W.1 | | | BATTERSEA HIGH STREET, S.W.11 


road, S.W.8. ' Macaulay 2424-2425-2426-2892. : | 
ALENDARS, 1951.—Printed with your trade Telephone: ABBey 5731/2 } 177, CORPORATION ST., BIRMINGHAM 4 
advertisement. First-class subjects such as 
Glamour Girls, Landscapes, Seascapes, Dogs, Pastoral 


and Domestic Pictures. Commercial Bold Figure 
Series, Diaries, Blotters and Blotter Diaries. Early 
contracts welcomed. Catalogue, showing reproduc- 
tions in colour from CHEVERTON & LAIDLER, 
Ltd., Chevier Works, Princes Risborough (32), Ayles- 
A 


bury. ’Phone: 487 
FOR 


























wo 


TEEL SCAFFOLDING. TUBE AND FITTINGS. 

Immediate supplies. Send your requirements.— 

SECURITY SCAFFOLDS, Ltd., 101, Spring-nhill, 
Hockley, Birmingham, 18. Nor. 4413. 


BUY DIRECT SAVE CASH 


TARPAULINS. New or reconditioned selected Ist 
grade ex-railway tarpaulins, thoroughly reconditioned. 
Waterproofed and re-roped. 

20 x 14 ft., 60/- 10 x 14 ft., 32/6 
7 x 9 ft., 15/- 

Any number carriage paid from stock. 

New green cotton duck covers, 15 x 12ft., £6. 
All sizes available from stock. 

Write, call or phone ASCOT 908 


SOUTHERN COVER CO. 


HIGH STREET WORKS, ASCOT, BERKS. 


E 





LADDERS 

BARROWS 

SEEPS 

TRESTLES 

HAND CARTS 
CONTRACTORS’ HUTS 


AND 


ALL BUILDERS’ AND 
CONTRACTORS’ PLANT 














OUR HEAVY LONDON STOCKS INCLUDE 


ASBESTOS CEMENT GOODS — Corrugated 
Sheets, Coloured Asbestos Slates, 24” x 12”, 20’x 10”, 
153” x 15}”. Flat Sheets, 8’ x 4’, 6’x 4’, 4x 4. 

NEW WELSH ROOFING SLATES—Alli sizes 
in large quantities. 

DUST SHEETS—Unbleached Irish Linen, laundered, 
pressed. Heavy weight, 12’ x 9 (9 Ib.) 32/6, 
12’ x 6’ (6 Ib.) 25/-. We have sold this fine sheet 
for years, and have not met a more durable one. 

STEEL WINDOWS—Largest stock in London. 
48-hour service standards, 14 days specials. In- 
dustrials and Agriculturals. 

SECOND-HAND WELSH SLATES—All sound. 
All sizes. Best bargain for repair work. 

TARPAULINS—Reconditioned, ex-Railway, Brown 
Medium weight, 20’ x 14’, £3 5s. C.P. 

WIRE NETTING—Galvanized, Ex-Government, 
sound. Very Strong Weave. Suitable for Site 
Fencing and Concrete Reinforcement, Tennis 
Courts, etc. 12/13 gauge. Rolls 25 yards long. 
3” mesh. 5’ high 35/-, 10’ high 60/- 

@LANT HIRE (London only)—Tarpaulins 20’ x 14’ 
3/6 per week. Dust Sheets 12’ x 9’ 3/6 per week, 
12’ x 6’ 2/6 per week. Scaffold Boards 7d. each 
per week. Treble 20, 3-piece Extension Ladders, 
weaching 55 ft. 2/- Ist week, 18/- 2nd week, 
65/- 3rd: week, and thereafter. Carriage extra. 


H. C. HILL, LTD. 


i oi NT ine CHEAPEST AND BEST | 


Telephone : NEW CROSS 0904/4441 


‘ 


PHONE : 
FELtHam 2654: WHitenau 2435 8 7219 


BELVEDERE WKS. : 9. TOTHILL STREET, 
FELTHAM, MIDDX. : WESTMINSTER, S.W.1 


4NmMUIP>mMIOUZpP AM 





AMNMUPMIO-UZD> AMmo 
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RAAROEE EMGe ao bichoet cundibaagleie < 


PRE- CAST CONCRETE UNITS—to highest specifications } 


HOLLOWS — CURBS — SLABS, etc. 
PRE-CAST BEAMS on “MYKO” system 


THE BATH & PORTLAND STONE FIRMS LTD. 


Head Office: BATH. Tel.: 3248. Works: PORTLAND. Tel.: 3113. London Office: Grosvenor Gardens House, S.W.1. Tel: Victoria 9182-8, 


PO IO tO AO OO OD IO AO OO OO AOR GO OO PO OO IO AO OO OY OO OO OO OO OO Ow 


TARPAULINS~— 7 
‘ EX-RAILWAYS, reconditioned in own factory, gvaran- 
y a ° teed waterproof, eyeletted and roped. 
re is a App. 10'x 7’... 17/6 App. 20’ x 10’ ... 60/- 
14’x10’ ... 40/- 20’ x 14’ .., 75/]- & U i L D | N G S 
LY TOOL BAGS (ex U.S. Army). New, heavy olive green 
duck, complete with many useful pockets and tie ropes, 
PATENT eyeletted all round, 3’ x 2’ 8'’. 5/9 each. 3 for 16/-. ePROMPT DELIVERY AT 
immediate delivery. Carriage paid. Cheque with drder. ATTRACTIVE PRICES 


Money returned if not satisfied. 
ALUMINIUM LADDER 25, SCS a ean nate “Eston o2¥0 ¢'2383 ©RECONDITIONED 
or every purpose OF you, ALUMINIUM TUBING st ihe lorcet a 

— , FITTINGS. still availabie, “Write. for illustrated list ae a 

and quotations now to BOULTON TUBULAR Size 36’ x 16’ 6 - a £210 0 O 
@ Five times the strength of wood; STRUCTURES, Ltd., oe -street, Birmingham, 21 Size 54' x 16' 6" ae .. £290 0 @ 


yet only one-third its weight, worth, S.W.1B. (VANdyke 8482 ee ee Size72'x16'6" .. .. £375 0 © 


LYTE ladders give long service | - ’ ’ . ’ ‘ ' 
‘ OISTS.—3-. 5- and ews. Belt-, Electric- and Also 48' x 24’; 72'x 24’; 96' x 48 
under the mast arduous conditions, Petrol-driven “ARTHUR F. DANDRIDGE, Ltd., : 


* @ LYTE tadders can be left d 143, Wooiwich-road, Greenwich, S.E.I0. GREenwich 
expose 5188-9. SPECIAL OFFER! 


to elf weather without delerior- 
tis increase X . : rer 
nen ae in weight i, oe Se = Fea All sectional timber buildings, 
- quality Cork Tiles and Rubber Tiles supplie $ ! U i 
. 3 with all fixing and polishing’ materiale) af size “fo 28’, <r — 
- r E ‘ competitive prices LE ] ( ‘ood 
Write for illustrated Price List, TRIAL), Ltd., Yeoman-street, London, 8.E.8. * oars, S oe 
quoting reference LGA/36 
ETERS. A.C. and D.O., new and reconditioned, AWYERS 
LYTE LADDERS LTD - LYTE WORKS “ all yess. Lae an and thres-srase, S 
three- an our-wire amps. Trepay- 
ROGERSTONE - NEWPORT - MON. ment, single and double tariff, single, dual, Manufacturing Company itd., 
triple coin, fixed and variable tariff, to 5 ; Bures, Suffolk. Tel.: Bures 3351/2 
M.D.I. Billiards Sotcaen Rent Collectors. (one of the McMaster Companies) 
from 5s., carriage paid. Two-year guarantee. 
Immediate delivery. Illustrated catalogue from THE 


WALL & FLOOR THANG | | sme: sum so 4 8 Boome or ENGLISH TIMBERS 
TILED FIREPLACES rosie usher etBee iio oa’ eas 


lV eac 
be) oe ‘Woxpox), ce eiaa neo. : WOREES fer Buliding and Joinery Trades. Oak 


e Walham Green, : Telephone Nos. : 
7233-4 and 7778. Planks for Cills, Half-Timbering, or 
WALTER TAYLOR enor. inen aurrene mi cremr, w. Lames | Tone sii, Oak DOORS 
TS., NO etc., stoc 
General Builders’ Merchant is a4, © 6 in Deep 0.0. 44 A SPECIALITY 


Office : Works & Yard: er OT. Gutters HE. Mid., Box, ‘B. Wall and 
112,WINDERMEREROAD STATION ROAD Valley up to 24 in. wide cast within three to four Seasoned quartered boards for Floor- 
COULSDON SURREY BELMG. SURREY weeks. — HILLS BROS., 49, Queen Victoria-street, ing, Panelling, etc. Machining done 
Tele: UPLANDS 442 Tela: VIGILANT 0637/6 London, F.0.4. GITy 3094. and Joinery manufactured for the 
e : AWYERS now have the finest eclection of ex-W.D. trade. Gates and aoa ge 
Fister Buildings available in the country. Size Established 1 


Phone for our Representative to call > $s a 4 “> 07S. 08 a on a , WYCKHAM B BLACKWELL L™ 


36 ft. x 48 ft., eto., also 16- ft., 
Nissens, Suitable 


Hostels, Cantee Livi jon.— 
SAWYERS MANUFACTURING 00... Lid. Bures, Hampton-in-Arden — \~ BIRMINGHAM 


Suffolk. Tel.: Bures 351-2. 
ITE OFFICES, and complete range of Contractors’ = ——y 
Hutting in Timber, Steel or Nissens, for quick 
delivery.—MACKS~ STRUCTURES (LONDON), Ltd., i 


Bank Buildi , _Walh G 8.W.6.  Teleph 
We can offer immediate Nos.: FULbam’ 7233-4 and 7778. esate BITUMINOUS & 
. EBROGRAPH SPRAY UIPMENT, Type PWAS, 
delivery of Bakelite Seats of two-operator Tages” becteet condition, hardly ‘ ANTI-CORROSIVE 
; ge ge SOLUTIONS 
excellent quality and design. with spare gun.—VAL 2191, 16, Hamilton-gardens, 


Ilford. 








































































































Prices on request : 


ROWNSON, DREW 


AND 


CLYDESDALE Lrtp. 


225, UPPERTHAMESST., LONDON 
BATHURST WHARF. BRISTOL 
17, HANOVER SQUARE, HULE 
HOLDEN FOLD MILL, 

OADWAY. corre. LANEeS. 
58. NITHSDALE AVE., MARK 

HARBOROUGH, 

CRAMPHORNS MILLS. TOW MARKE?P, FOR ROOFING REPAIRS ~ 


PRENTICE RD., SUFFOLK Every rung reinforced with a steel rod Nansan. oe Cacal Siaeides teen s 


+ atc ee » Wa RANDALL BRITISH BYE-PRODUCTS LTD. 


; fs) 
35/39, SEA ST.. NEWPORT I. or W. & CO. (HORSHAM) LTD. Hart’ i 
art’s Lane, North St., Barking, Essex 
MANNINGS HEATH, HORSHAM, Sx. prt acta gg rte g, 


Tel.: Horsham 1042/3 


Over 100 years’ experience SOMMERFELD TRACKING PAINT SPRAYING 
OPUS PATENTED | | BUILDING SITE FENCING : ? 
adel «dd aes 7 14 rolls and over es £6.16.0 ole HANDBOOK Free 3 6 
Laid in-situ on Wood or Concrete 1 1-4 rolls oe a £7.0 0 rol ae sia — peng tanegn 
W. B. SIMPSON & SONS LTD. Lacing Bars available if required. enn speed. , 
(Flooring Dept.) | | CHAIN LINK FENCING LIMITED LEONARD BROOKS & CO. 


St. Martin’s House, 3°4 Wandsworth Rd., $.W.8 STATIO : ’ ‘ 
Tel: MACAULAY 5669/2 eee 52, HAROLD WOOD, ROMFORD 





Stocked by all Merchants 
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NEWTONITE: LATH 


THE THREEFOLD ATTACK ON 

DAMP, CONDENSATION—AND 

THE CAUSES-— 

IT REPELS DAMP 

IT VENTILATES 

IT INSULATES 
FINISH 


RENDERCOAT 
NEWTONITE 













A 6: Gece 
for plaster or cement 
A. 4 for ine 3 


or external uses. 


NEWTONITE LTD. 
Verney Road, $.£.16 


Supplied 
Bermondsey in Rolls 
1217 & 1423 5 yds. xl yd. 














DONKEY COATS 
Oilskin Clothing, Knee Boots, Clogs. Also 
Gloves & Aprons (Rubber, Leather, Asbestos). 


HOSES & FITTINGS 
Delivery, Suction, Air, Oil, Acid, Water, 
Sandblast, Foot Valves, Strainers, Couplings, 

Clamps, Clips. 
MATS - MATTING - FLOORING 
Drain Rods, Stoppers, Diaphragms, Sheet 
Insertion, Jointing, |.R. Strip and Channel Force 
Cups, Sink Plugs and other Mouldings. 


LLIED RUBBER PRODUCT 
& ENGINEERING CO. LTD. 
95, SOHO ROAD, HANDSWORTH, BIRMINGHAM 
Phase: NOR 0764 








THE BUILDER 


KILN DRIED WOOD 


FLOORINGS 


Manufactured and Supplied Direct by 


CUBITT TOWN TIMBER LTD. 





QUANTITIES ) Woop B 

INOAK &> | WOOD BLOCKS 
BEECH “LONG STRIP 

IN STOCK )PARQUETRY 


Samples and Prices on Request 


cusirr rowi-tonpon —_ EAST 4137/8 











SECTIONAL HUTS, SITE CABINS 

All Ex-Stock or early delivery. Licence-free. 
(a) ALL-TIMBER, 7 x 5 ft., 8 x 6 ft., 
S. Ia x 8 &. 15 x 10 ft., 
30 x15 ft., and all sizes up to 100 x 25 ft. § 
sizes quoted for on receipt of details and sketch. 
(b) GALV. CORRUG. STEEL CLAD (or ASBESTOS), 
on strong timber frame. All sizes. 
(c) ALL-STEEL STORAGE SHEDS, 
paint, tackle, etc., 7 x § ft., 10 x 5 ft. 12 x 8 ft. 
(d) LATRINE HUTS. E . mtractors’ TOOL BOXES. 

Jsers call send for os 

THE PODMORE WORK 

Podmore-road, S.W.18. Telephone: Patteeen 6316. 
ORTABLE LIFTING TACKLE.—Self-sustaining, 
hand-operated Winch. Will lift 24 ton 12 feet, 
1,000 ibs. 18 feet. New price over £65; our 
price £35. Photographs on request.—C.W.0. carriage 
extra.—_JAMES & M. KNOX, Rutherglen, Glasgow. 


for cement, 





oo A.P.28, A.F.35 and Bristol ‘‘ 20’ 
REPAIRS, OVERHAULS and SPARES. We 
can confidently claim to be THE specialists in 
regard to the overhauling and supplying of spares 
for these tractors —H. A. SAUNDERS, Ltd., 
Badiett, Herts. Telephone: Radlett 6167 and 





OR SALB.—Garages, Garden Sheds, Contractors’ 
Site Offices, Nissen Huts, Steel Buildings, Root 
Trusses; also Tubular Scaffolding, Tarpaulins, Dust 
Sheets, Ladders, Asbestos Sheets, etc. —Write for 
lists to NORDA (PORTABLE BUILDINGS), Ltd., 
162/164, Broadway, Southall, Middlesex. Telephone: 
Southall 3228/3755. 
ONCRETE MIXED and PLACED in Foundations 
. or Oversites for ‘ess than 5s. 6d. per cubic 
yard!—Write for details of the new “ Skipdozer ” 
to HUBERT ©. LEACH, Ltd., 261, High-street, 
Waltham Cross. *Phone: Waltham Cross 3256-7-8. 





| 
| 
| 


VITROLIT: 


WALL BINING SF 


. BATHROOMS ; 
* CES TAUREN GS 
*e CAFES 

. HOSPITALS 2 

-* SCHOOLS # 


BRAEMAR WORKS. NEASDEN LANE 


CULMORE R2D.SE 15 Tel Now K 


CUILDFOR HICH ST. TAUNTON. Tel 299 


ADE THBURY RD T 


@ STEEL fron STOCK 
Sections, plates, rounds and 
Bright Mild Steel, etc. 


Send us your requirements 


ALL TYPES OF STEEL 
STRUCTURES FABRICATED. 


SANDERS & FORSTER LTD. 


HERTFORD ROAD ° BARKING ° ESSEX 
ee Rippleway 2401/4 RIS 














CEMENT FLOORING COMPOSITIONS 


Prices and full particulars on application 
to our Works or to our London Office. 


VO S MOSLEY ROAD 


TI DUNSTAN’S HOUSE, 





A 


prepared by 








Rubber Latex 


us 





MANCHESTER 


e.C.3, 


PARK 


with. 






Compound 
for 


UBBER LATEX LTD. 


TRAFFORD 


IDOL LANE, LONDON. ta - 





—E MARK 





REGISTERED TRAD 





specially 
Flooring Work. 


D PARK 3 


MANSION HOUSE 1005 
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SECOMASTIC 


JOINT SEALING COMPOUND 
Provides a permanent, weather- 
proof seal to any joint or crack. 
Full particulars from Technical Dept., SECOMASTIC LTD. 
11 Upper Brook Street, Park Lane, London, W.1 


‘Cease MIXER. a Rex, hardly used, excel- 
lent condition. £65 or offers, to VAL 2191, 
16, Hamilton-gardens, Ilford. 
OOD sound HARDOORE available at Yeomans- 
street, Deptford. Mechanically loaded. ls. yard 
cube.—BERmondsey 1144. 
UMPS.—Sale or Hire. New and Reconditioned. 
Hand-, Electrio and Petrol-driven outfits.—The 
GREENWICH PUMP & PLANT CO., Ltd., 
Denham-street, Greenwich, S.E.10. Greenwich 3189. 
OOKBOLTS, Sherardized, square bent to ycur size; 
delivery in few days from receipt of' order. 
Sta PROMOTION, 94, Camden-road, 
W.1. Quotations, Telephone: GULliver 1255. 
\ENCING of every description supplied only, or 
—, and erected complete Repairs a 
specialit. Keen estimates promptly forwarded 
NORMAN PHILLIPS, Fencing Contractors, 69, High- 
road, N.W.10. Gladstone 3933. 
y=... sale. —OIRCULAR IRON STAIRCASE 
in. diameter x ee ft rise, in new 
conditi R, scotien been fixed and taken out without 
use.--Apply BENFIELD & LOXLEY (OXFORD , Ltd 
106, Bullingdon-road, Oxford 


PATENT 











Telescopic. Tower 


Xx 


ix 
i 
iad 
14 

ia 

| 

{ 


XIX 


me 








‘CAYLESS Bros.. (BATTERSEA) ees 


91/93 BATTERSEA PARK ROAD, S.W.S 
LONDON. 


G. EE. & L. V. 


RICH 


ENGINEERS 
LTD. 


GRAVEL AND SAND WASHING 
EQUIPMENT. 

ELEVATORS AND CONVEYORS 
& TUBULAR CONSTRUCTIONS. 

LiGHT STRUCTURAL STEELWORK. 

VENTILATING, COWLS, TRUNK- 
ING AND SHEET METALWORK. 

RAILINGS, GATES, ARCHITECT- 
URAL AND BUILDERS’ IRON 
WORK. 

IRON AND STEEL STAIRCASES, 
GANTRIES TO L.C.C. 
SPECIFICATION. 

CABINETS, CUPBOARDS, RACKS, 
BINS AND MACHINE GUARDS. 

Hoppers AND PLATE WORK 
OF RIVETED AND WELDED 
CONSTRUCTION. 


OAKFIELD ROAD, 
LONDON, S.E.20 


TEL.: SYDENHAM 7068/9 


























SITE OFFICES 
ADE 


SITE HUTS LATRINES 
WATCHMEN'S HUTS, ETC. 


Send for Catalogue : 
DEPT. B.. 


S. WERNICK & SONS, LTD., 
127, Waterloo Rd., Wolverhampton 














ISSEN-TYPE HUTS, ex-Government stock, recon- 
_ditioned and supplied ready for erection. All 
mutiples, 36 ft. x 16 ft., £71 10s. 
ft. x 16 ft., £50 12s. and 
£134 4s. and £106 14s.; 
PLASTERBOARD HUTS and 
ther Buildings. Some _24- ft. span Nissens. 
Write, call or telephone: UNIVERSAL SUPPLIES 
BELVEDERE), Ltd., Dept. 61, Crabtree Manorway, 
Belvedere, Kent. Telephone : Erith 2948. 
ENNOX LADDERS ”’ for best quality Extension 
Ladders and Builders’ Pole Ladders. Attractive 
discounts to Builders’ Merchents. Prompt deliveries. 
—Call, ’phone or write, LENNOX LADDERS, Lennox- 
road, E.17. KEYstone 6252. 
ARSOP ROAD DRILL, little used, excellent con- 
dition. £75 or offers —VAL 2191, 16, Hamil- 
ton-gardens, Ilford. 
Bio ge * PRIVET, well-rooted, sah ft., = 
Os. per 1,000. 12 ft., 32 
100; 310s. per 1,000. 2-3 ft., 50s. per 100; 475s. 
per 1,000. Carriage paid orders £5; under, add 
2s. 6d. C.W.O., to GARDEN BEAUTY PRODUCTS, 
Newhouse Nurseries, Wickford, Essex (Wickford 52). 
ELLMAN’S for Steel Erection, supply of Hangars, 
large Sheds, etc. Hire of Lattice Steel Erec- 
tion Masts (30 ft. to 180 ft.).—Write, Terminal 
House, S.W.1. ‘Phone: Sloane 5259. 
OR SALE.—New Chaseside 4 cu. yd. LOADING 
SHOVEL with Perkins P.6 Diesel Engine and 
Electric Starter.—HUBERT C. LEACH, Ltd., 261, 
High-street, Waltham Cross. Waltham 
Cross 3256-7-8. 
7X AIR MINISTRY.—Six TIMBER SECTIONAL 
HUTS, each 80 ft. long x 20-ft. span xX 7 ft. 
to eaves, li ft. ; windows and doors; com- 
plete, no floor; each. One ditto, 152 ft. 
ne x 20-ft. . All in good we tas 
f.o.r. London. Y be seen erected.—C. B. 
BLUSTON, Government Contractors, Langley Spall: 
Hg Sidings, Stevenage, Herts. *Phone: Stevenage 
639 


RITAIN’S LOWEST PRICES.—Glazed Window 
Sashes, s.h., good condition, well made in 

Wood. Mixed sizes, average 3 ft. 3 in. x 3 ft. 3 in. 
New price, 40s. to 75s. All sizes offered at 5s 
Minimum quantity 200. Prices for smaller lots on 
request. - C.W.O., carriage extra.—JAMES & 
KNOX, Rutherglen, Glasgow 

OFTWOOD. planing and " puilding quality; sub- 
K stantial quantities available.—Inquiries to RYE 
HOUSE WHARF, Ltd., Hoddesdon, Herts. 


A= 16/60 TRENCHER, powered by a Dorman 
4 DWD engine. Excellent condition.—Box 1382, 


‘The Builder.” 


FEATHER-EDGE 


(Close-Boarded) 


FENCING 


Interwoven. Timber & Concrete Panels, 
Chestnut & Chain Link Fencing. 
CONCRETE GARAGES & SHEDS 
Direct — Write for Catalogue 5 
MOFFATT, WHITEHART & CO. LTD. 


““Bradpark House,” 316, Fore Street, Edmonton, 
London, N.9. Tel.: TOTtenham 6011 or 4462 


Telephone : 




















BRONZE METAL 
WORK FOR 
BANKS, 
OFFICES, 
WINDOW 
OPENING 
GEAR 


21, Bloomsbury Way 
LONDON, W.C.1 
BRADFORD & MANCHESTER 











PARKERS 


F. PARKER & Co. LTD., 
HORMEAD ROAD, 
——— sit PADDINGTON, W.9 


Scaffolding 


HITE KERSEY DONKEY JACKETS.—Large, 

medium and small sizes. Suitable for all types 
of outdoor workers on outside contracts. All woollen 
material, very warm and comfortable. Fitted with 
long sleeves, two outside deep roomy pockets, 
Prussian type collar, square cut fronts with two 
buttons. Ideal for ‘councils, contractors, builders, 
etc. Our price, inclusive of purchase tax, 
each. Special price for dozen lots and over. 
garments are an economical pronosition, and give 
complete protection against extreme wintry con- 
ditions, thus ensuring maximum building production 
Large stocks available so please take into con- 
sideration your immediate demands and make full 
allowance for_the conplete winter season.—W. 
CARROLL, Ltd., 122, Bollo “™ridge-road, 
London, W.3. Tel.: Acorn 4577 and 4442. 

OR SALE. — Secondhand WATER-SOFTENING 

PLANT as follows: Hyphochlorinator Type 
HEMP.23798 B and Automatic Water Treatment 
Plant.—Write AIRWORK, Ltd., for the attention of 
Mr. Banbury, Buying Dept., Sutton-lane, Langley, 
Slough, Bucks. 




















“CLEMBRO" 


STANDARD METAL 
DOORS AND WINDOWS 


HD1/HA25/HD1 


Send for Catalogue and Price List of our 
Standard range. 


Manufacturers also of Agricultural, 
Industrial and Purpose-Made Windows. 


(CLEMENT BROS. (HASLEMERE) LTD. 


CLEMBRO WORKS, WEY HILL, HASLEMERE, SURREY 
Phone: Haslemere 1193/4 
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more and more 


THE BUILDER 


builders and -contractors 


are hiring their 


SCAFFOLDING (GREAT BRITAIN) LTD., PLANT DIVISION, MITCHAM, SURREY. 


Telephone: MITCHAM 3400 (18 lines) 





‘Gfevelataice 6 
all 


SSS ZZ 


XXX 
P 
WO 


ead lights and 
Stained Glass 


53. KINGSLAND RD., LONDON, E.2. 
63 (6/ 


IQA 





LLL iy 


“~ ™ 


AD. Mth 





\* OOO 


mne: Clerkenwel 
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OAK 
FLOORING BLOCKS 


(FREE OF LICENCE) 


OAK and BEECH 
flooring blocks manu- 
factured in Sweden. 
Kiln dried, accurately 
machined with British 
pattern tongues and 
grooves and dovetail 
grooves, planed and 
sanded. 
Prompt Delivery. 
PRICES 
from 19’6 per sq. yd. 
Samples and details on request 


>» THE SURREYBOARD CO. LTD. 
> THE GRANARIES, SURREY STREET 
> CROYDON, SURREY 
Telephone: CROydon 6813 
maAaAAMAAAAAAA 


VFVVVVVVVVVVIVVY. VIN 





‘Write or phone for full particulars 
@ 50 Witkin St., N.W.5S. Gul 1147 


FOR HIRE 





. Dumpers, 


OR HIRE.—Modern 10RB EXCAVATORS (Diesel), 
all equipments; and 2 cu. yd. Muir-Hill 
DUMPERS, all in excellent condition with mechanic 
drivers—preferably as complete units, but separate 
hire considered. Also a 1949 Broom and Wade Two- 
tool Diesel MOBILE COMPRESSOR at S.R. and O., 
with trained driver.—Apply, Y. J. LOVELL & SON. 
Ltd., Marsham-lane, Gerrards Cross, Bucks. ’Phone: 
Gerrards Cross 2211-2, 3841-2. 


ONTRACTORS’ PLANT for 

Pumps, Excavators, Steel 

etc. — ARUP & ARUP, Ltd., Colquhoun House, 
Broadwick-street, London, W.1. Gerrard 2708. 


OR HIRE.—MOBILE TWO-TOOL COMPRESSORS. 
—LEACH, 261, High-street, Waltham Cross, 
Herts. ’Phone: Waltham Cross 3256-7-8 


FoR HIRE.—STEEL SCAFFOLDING 
ARDS. i quotations for 

Scaffolding and fittings for sale.—Chure 

Co., Ltd., Station Works, ean 


HIRE. — Concrete 
Shuttering, Cranes, 


AND 


tities. 
Hill Construction 
Hill. Tel. 3152. 


tg eg for HIRE: Diesel Excavators, 3 to 8 
u. Allen 12/18 and 25 Trenchers; Scrapers 
and Nauta D4 to D8 Petrol and Diesel 
3 cu. yd.; Diesel Rollers, 24 to 10 tons; 
Diesel Mobile Cranes, 3 and 5 tons; Hand and Power 
Derrick Oranes, Pile Frames, Winches and Steam 
Hammers, Concrete Mixers and P.C.4 Pumps, Port- 
able Compressors, one- to four-tool; Water Pumps 
and Loading Shovel. Lorries and 
Machinery carriers for loa to tons.—A. E. 
FARR, Ltd., Westbury, Wi Its. *Phone: 319 (four 


lines). 


ATTICE 

heavy) 

Hire.—BELLMAN’S, 
*Phone: Sloane 


STEEL ERECTION MASTS (light and 
a5 ft. to 180 ft. high for immediate 
Terminal House, London, S.W.1. 





EXCAVATORS 
TRAXCAVATORS 
TRACTORS 
SCRAPERS 
DUMPERS 
COMPRESSORS 
BULLDOZERS 
CRANES 
CONCRETE 

MIXERS 


The name on the 
plant that 
ensures efficiency. 


H.COX & SONS 


PLANT HIRE) LTO. 
49/51, SOUTHAMPTON WAY. 
CAMBERWELL SES 

PHONE ROOWEY 2215 aunrs 














SCOTCH DERRICKS 


CUY DERRICKS 
LIFTING DERRICKS & TACKLE 


ELECTRIC ‘WINCHES 


CASWELL CRANES & ERECTION LT 


GROVE WORKS, HAMMERSMITH GROVE, LONDON, W.6 
‘Phone: Riverside 5203/4) 

LOMBARD HOUSE, GREAT CHARLES ST., BIRMINGHAM 
(B'ham. Central 7451/2) 

Exclusive Hire Agents in England, Ireland and Wales jor 


The ANDERSON GRICE Co. Ltd., Carnoustie, Scotiand 








I-LIFT SHOVEL, with or without Bulidozer 
attachment; new vehicle, with operator. 
Standard rates. Also new Aveling Barford 3-4-ton 
Roller available.—Apply, ET MOOURT PLANT HIRE, 
Ltd., ‘‘ GIP 1550," or write to 2, Harpenden-road, 
West Norwood, S8.E.27. 


EROCPM. Ltd.. Rolands 

8.W.10 (Flaxman 1423-4), can supply the follow- 
ing equipment: Paint spraying petrol and electric 
compressers for hire, £5 10s. per week single gun, 
£7 per week double gun; also compressors for sale. 
We can also supply cement-spraying outfits for sale 
or hire. Details given on application. 


{OR IMMEDIATE HIRE.—Excavators, Tractors, 
Compressors, Mobile Cranes, Mixers, Pumps, 
Trenchers, Hoists, Locos, Rammers, Erectors’ Masts, 
Dampers, Paint Sprayers, Rollers, Saw Benches 
Loading Shovels, Road Forms, ete. — GRAYSTON 
PLANT & ENGINEERING co., Ltd., 66, Viotoria- 
street, S.W.1. Victoria 3567-8. 


LANT FOR HIRE to Builders and others. You 
may save pounds on a job by having the 
right piece of machinery, which may be hired at 
standard rates. Bulldozers, Hi-Lift Shovel with 
Bulldozer Attachment, new Aveling Barford 3-4 ton 
Roller, Concrete Mixers, Spray Guns and Compressors, 
Petrol-driven Scaffold Hoists, etc., eto. Drivers oan 
also be supplied for mechanically driven heavy plant, 
and great saving in operating costs can be effected. 
Short terms of hire welcomed.—Apply, ELMCOURT 
PLANT HIRE, Ltd. “GIP 1550,” or write to 
2, Harpenden-road, West Norwood, S.B.27. 


T.ARPAULINS, 21 ft. x 15 ft., loaned to approved 
Contractors. Minimum hiring period, four weeks. 
Minimum number, three sheets. Charge 9d. per day. 
Ours are really top-notch sheets, so please do not 
confuse with heavy, patched-up ex-railway tarpaulins. 
We pay delivery outwards, you pay upon return.— 
S. LOMAS & CO. (TARPAULINS), Ltd., Ward-road 
Works, London, E.15. (’Phone: Maryland 3616.) 


NV ODERN PLANT FOR HIRE WITH SERVICE.— 
4 EXCAVATORS, 3}, 2? and 4 cu. yd. DUMPERS, 
2 ecu. yd. aoe TRACTORS, with Bulldozers and 
Scrapers D.2 TRACTORS with Angiledozers. 
CHASESIDE SHOVELS, Diesel and Petrol. 
COMPRESSORS, two-tool, Mobile and _ Portable. 
ROLLERS, 2} to 10 tons. MIXERS, 5/34 cu. ft. 
. ft. ROAD FORMS, SCAFFOLDING, 
“SKIPDOZER " CONORETE PLACING 
MORTAR PANS HOISTS.—HU BERT 
C. LEACH, Ltd., 261, High-street, Waltham Oross, 
Herts. *Phone: Waltham Cross 3256-7-8. 


OR HIRE.—CHASESIDE HI-LIFT gong 
SHOVEL. Available immediately. — ’Ph 
BERmondsey 1881. 


—FOR HIRE — 


FLOOR SANDPAPERING MACHINES 


Latest type surfacing to edge 
Abrasive Sheets supplied 
Floor Stains, Waxes, Polishes, etc. 


FLOOR RENOVATIONS LTD. 


36, Lauriston Road, London, E.9 
AMHerst 1080/5471 


CONTRACTORS’ MACHINERY 
for SALE or HIRE . 


CONCRETE MIXERS. Petrol engine-driven, on wheels, batch 
5/3) c, ft. Ditto, side loader, on wheels, batch 6/4 c. f% 
Ditto, side loader, 7/5 c. ft. Ditto, batch 10/7 c. ft. 

BRICK CRUSHERS. To turn out 2/4 tons per hour to 2 in, 
Adjustabie jaws. With engines if desired. 

BAR BENDERS. To bend reinforcement bars up te 1; in. 
diam. cold. BAB CROPPERS. 

cua. to lift 2/3 tons. 

es to drive your ewn plant, 5/20 hp. 
‘or belt, electric or petrol engine-driven. 


Barrow and Cag 
MORTAR MILLS, Th. 7 ft. and = ‘a. “Stationary and 


portable types. Belt or engine dri 
PAN MIXERS. 


PUMPS, SELF-PRIMING, Centrifugals, Lift-and-force a4 
pep tr ba a ag a diaphragms. Ordinary cen’ 


fugals 
PORTABLE PA PAINT T SPRAYING OUTFITS, petrol and electric 
/3 /50. 
LIFTING TACKLE. Orab Winches, Pulley Blocks, Shear Lega, 
Sling Chains, all sizes. 
= ABLE AIR COMPRESSORS AND PNEUMATIC TOOLA, 
sizes. 


SAW BENCHES, portable, petrol engine-driven. 
“TELES” CHAIN SA WS, for cross-cutting and felling timbes. 


Wharf, 71, Lots-road, 


TRACTORS. 

















are. We can probably supply you. 
Many other smaller items. 
Write or ‘phone ELGAR 7547 for particulars. 


LEWIS & LEWIS LTD. 
School Rd, North Acton, London, N.W.10 
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CARTER [Brocktey] LT 
322 BROCKLEY ROAD -: S.E.4 TIDEWAY 3591 ~~ 


} PRAY and BRUSH PAINTING, FIBROUS and 
[ CONTRACTS WANTED S*'SOLID PLASTERWORK. Inquiries invited for 
all types of plain and decorative treatments. Wide 


Prepaid, 24 words, 7s. 6d.; each gdditional experience in Hotel, Theatre, Private and Industrial 
6 words, 1s. 6d. Display 25s. per inch s. col. work, etc. High standard workmanship and super- 
vision. Competitive estimates. — ROFFE, Ltd., ‘213, 
ane aes | Hornsey-road, N.7. Archway 4451/3. 
{ AINING, MARBLING and PAPERHANGING.— | ENCING.—Let us quote you for Chain Link and 
All decorative finishes undertaken.—Telephone : | all types of Poncing. = GAZES, Kingoten-cn- 


Victoria 5057. Thames. 









































RICKWORK.—£23 rod. Floors reinforced con- OINERY WANTED.—Proeferably good-class work ip 
crete and timber from £1 per yard super comparatively small quantities. Domestic, 


inclusive.—33, Blackpool-road, Peckham, S.E.15, or | ecclesiastical.or sho f 

, i 4 , , | xc a ) fitments.—FRANK R. YEATES. 

phone : St. Albans 755. | Ltd., Long Meads, Tunbridge Wells. ’"Phone: 20558. 
OINTING WORK. old or new, and stone cleaning | AINTING AND DECORATING SUB-CONTRAOTS 


wanted. Large or small contracts.—A. KIRBY 7, — -N - 
SONS, 21, Mashiters Hill, Romford, Essex. road, NW oy aa ee. SS. Ce 


& 
*Phone: Romford 7642. NTRACT 1 ‘ 
S LOMAS:Co (Tar aulins Ltd M. BURTON, French Polishing Contractor to | ee eet ee gee” eee 
s s p ad the building trade. All French polishing jobs workmen. ‘Competitive estimates. — SWEENEY & 
| undertaken. — 26, Foulser-road, Upper Tooting, | O., 50, Oakington Manor-drive. Wembley. Tele 
WARD ROAD WORKS, LONDON, E.15 |] | Si%. "rie! sit obo, °° Shin as Sha 
: ‘ saat pubsnod. Alop ponsllite: Petre! ar aectrte oan... eae SE, ot Se 
MARyland 3616 | machines available for urgent work. Wood Compo- cent ne peng wan oe phone BT Amtord 
sition or Cork Flooring laid by expert staff. Town Hill. 3214-5 ¥ j : 
or Country Properties attended.—DAVID LANFEAR a aa . ; 
CO., 32, Grosvenor Gardens-mews North. S.W.1. W. ROSS & SON require Plumbing Contracts, 
Sloane 1050. ‘ ee Copper Welding, Lead Burning; New or Altera- 
IVE ME AN OPPORTUNITY to quote you for | {08-10 Woodbury-road, Walthamstow, 17. 
that next ROOFING CONTRACT. Supply and se : a - ° 
fix or labour only. Personal supervision. Immedi- HE INSTALLATION at Pan-American Airways 
ate attention._A LYONS, 68, Kitchener-road, | Booking Hall and Offices, Piccadilly, was 
Thornton Heath, Surrey. ’Phone: LIV 1203. | installed by RYLEX CO. (GRA 2210), Electrical 
LASTERING CONTRACTOR.—New or old, laree | Conttactors, Harold-road, London, E.13. 
or small quantities. Good tradesmen avail- | LASTERING WANTED; New or Old work.—G- 
able.—C. F. GILLARD, 23, Buckmaster-road, Clapham _ WILLIAMS, 4, Manship-road Mitcham, Surrey. 
Junction, 8.W.11. ’Phone: Battersea 7372. ; Mitcham 1072. 


TILYARD TILES] [7° "aormen 
LiMiTED PLASTERING CONTRACTORS 


WALL & FLOOR TILING 362, FULHAM ROAD 


TILED FIREPLACES CHELSEA - S.W.10 
Tel.: FLAxman 8699 


























Approved Specialists for 


“ACC EMSTPONG'S og | | | THE EAGLE GRANOLITHIC FLOORING 


182, EARL’S COURT RD., S.W.5 Reinforced Concrete Engineers 

ae Erg SPECIALISTS IN PRECAST UNITS 
> : > 35 SELBORNE RD., WOOD GREEN 

Phone: FELTHAM 2654 anes Se Bt ee LONDON, N.22 Tel. ; BOWes Park 7068 


Yet another aspect of | | Msn2* trun turenme |.) ‘i 
p Telephone: BASILDON: 217 | JA M E S 


Plastering € Granolithic 


345, ee ILFORD J O I N E R Y 


Telephone: SEVEN KINGS 7551 All classes of work executed. 


Individual or Repetition items. 
MACHINE SURFACING ae 


si DOORS, SASHES, STAIRCASES, 
W@OB BLOCK FLOORIN FLOORS | FRONTS, ETC. 


SHOP FITTINGS, AND SHOP 
R | | ; , 

PLANT HIRE PRUBBER ZET A || Sawing, Planing and-Mouldings 
As actual users as well as Hirers of Building Con- MAGNESITE COMPOSITION 2 Porc lg ony nies 
tracting and Engineering Plant, our experience is ZETA FLOORS, Essex Hease, STRATFORD, E.15 RODney 5151 
invaluable to those requiring plant for hire. We will MARYLANO 2678 ie 
be glad to advise you as to the right type of plant 
required for your particular job. 


Among the items of plant offered for hire, we include 
in our large fleet the following :— 





QOZ—OSrontnran 













































































Concrete Mixers + Compressors - Conveyors - Cranes * 


Exterior, Interior, Mobile & Suspended 
Platform Hoists + Muirhill Dumpers - Brick Crushers - 


Tractors « Bulldozers - Paint Sprayers - Pile Driving | 
Equipment - Concrete Placing Plant - Pumps « Vibrating 
Equipment - Roller Pan Mixers - Excavators - Erection 
Masts - Road Forms+ Rammers: Rollers - Saw Benches - 


Tube Bending Machines + Welding Sets - Generating 


Sets - Derricks - Scaffolding, Tubular and Rap Rig Erected on Hire Contract 


FIRST CLASS FIELD SERVICE | 
BACKED BY ADEQUATE WORKS RESOURCES | e 


Quick Delivery is Assured. RING LEYtonstone 6636 


CHAMBERLAIN INDUSTRIEsLTD. | MODERN SCAFFOLDING CO. 


73, 83, George’s Rd., Holloway, London, N.7 


Phone: North 3789 





(Formerly Commercial Structures Ltd.) 
Plant Division Argall Works, Argall Ave., Leyton, £.10 
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TUBULAR SCAFFOLDING | =~ DRAWING OFFICE 


Aluminium and Steel Tube \ = and 


for sale with fittings | » A) S U RV FY | N G 


Delivery Ex Stock. 


CONTRACTS CARRIED OuT | a \ wan EQU I PMENT 


BY HIGHLY SKIULED ER ERECTORS 














TURNER SCAFFOLDING LIMITED| | A. WEST &PARTNERSLTD., wciisti2#0t'u. 


The Willows, Riverside Road, 


Testing PROFESSIONAL ——— 
Wimbledon 268 ! | TIN \f 
Wimbledor 6 (THE TRAINING OF TECHNICAL 
ADVANCEMENT "kes 
| | Applications are invited from men and women of 
| approximately 25 years of age and over for admission 
sTU DY to @& one-year course of training as _ full-time 
| Saeenetat ae fe he and DECORATING SUB- 
S in Technical Colleges and similar institutions 
through Cc fe) i R Ss é S$ | Applicants should possess qualifications of the order 
| of City and Guilds of London Institute’s Certificate 
or College Diplomas, we with evidence of a 
study in the wider aspects of Art and Design. Good 
1.C.S. Home Study Courses help the professional | trade experience beyond the apprpntic eship stage 
man to further his career. They include many } bap ng Baca gg Ee in Sexftem> r, 1951, 
" 
courses for Membership Examinations of the | Recognised students will pay no fees, and they will 
various technical bodies. Brilliant successes have be ble fe 
eligible for maintenance grants for the period 
been recorded in the spheres of architecture, building, | of the course. 
and surveying. Further particulars and application forms may be 
Here are some of the subjects in which we offer obtained from: The Director, The Training College, 
fully qualified instruction :— | North-Western Polytechnic, Prince of Wales-road, 
sabe : | London, N.W.5. 
yew nena - Surveying and Mapping 4 
Architectural Drawing Pian and Map | r 
pee oo ke Po ba. THE TRAINING OF TECHNICAL 
ae Contracting Structural Engineering TEACHERS. 
uildin; onstrui | sia 
— _—_ wee Seeman tee Applications are invited from men and women of 
di Cc Ps 2 win rei aig 25 years of age and over for admission 
cnet Buildin, ‘onstruction onstruction Draughts- to one-year course of training as _ full-time 
Send your problems to the specialists— and Quantities _ manship | TEACHERS ‘of BUILDING and ALLIED SUBJECTS 
Building Specifications Sanitary Engineering | in Technical Colleges and similar institutions. 


TD antity Surveying Air Conditioning | Applicants should have a University degree 
IC; . . : 106% Building or Allied Subjects, or qualifications 
F. j. EEWIS re vil Engineering Heating and Ventilation profession associated with’ Building, or a Higher 
Special Courses for the Examinations of the R.I.B.A., National Certificate in Building, or for Craft Teach- 


LONDON HANDRAIL FACTORY | 1.0.B.,R.1.C.S.,Inst.C.E.,1.M.E. (Building Inspectors), | ‘. Full Technological Certificate of the City and 


Guilds of London Institute in a Building craft. In 
Inst.Struct.E., 1.0.5. Inst. Clerk of Works, etc. certain crafts a Final City and Guilds Certificate 


MAYGROVE ROAD Examination students coached till successful. (preterahty a First Me | be accept ed. “a 

e urses wi begin in eptember, 1, 
KILBURN, N.W.6 Write today for free booklet describing < our Courses Rocomnioed students Will bay he fees’ and they will 
Phones: MAlda Vale 7802-3444 in any of the subjects mentioned abov be giisible for maintenance grants for the period 
°o e course. 






































Further particulars and application forms may be 
obtained from: The Director, Bolton Training College 


YG Vi le stl lh HILL C Manchoster-road, Bolton, Lanes; The Direotor, | Hud: 


Training College, 
5. 


SITIO Rit} CORRESPONDENCE SCHOOLS Heteeenes, Eee 
A Q T Dept. B.R. International Buildings, Kingsway, FINANCIAL 


London, W.C2 UILDERS in London and Home Counties with 


ASBESTOS COMPOSITION small and medium-sized contracts soqutrees 


finance and assistance, apply in confidence to 


983, ‘‘ The Builder.’ 
JOINTLESS F LOORING 176-PAGE HANDBOOK R.I.B.A R.I.C.S. 5 


MAGNESITE & NON-MAGNESITE FLOORING : rE g | [| © Postal Courses in all subjects for 












































panne ; R.I.B.A. (1951 Syl and R.1.C. 
in various colours, Decorative and Firepreof pose pore by— “ 
Enquiries Welcomed. 


THE ELLIS SCHOOL 








STONART ASBESTOS FLOORING TO AMBITIOUS BUILDING MEN 103A, OLD BROMPTON ROAD, LONDON, $.W.7 


as pape under the personal direction of the Principal 
CO. LTD. Every ambitious building man should read A. 8. WATERS, M.B.E., G.M., F.R.AB.A. 





tines ent Wate: arg ini OPPORTUNITIES.” (Phone: KEN. 8641) 
- This informative guide gives details of | 
100-104, BLUNDELL ST., N.7 AMILCE, ARIBA, FRICS, LLOB, 


Phone: M.R.San.I., etc., and outlines the widest | 2 | p A wo] 2 | QUALIFYING 
NORTH ; ~ range of Home Study | slsbd al bs al abe EXAMINATIONS 
a af 4 ‘fi Courses in all branches of Sain dia 
1682 8 Architecture, Building, Sur- | W -K.1D.A., M.R.9an.t. 
“8 350; veying, Heating and Ventila- C. 92 BO ; AL.Strect.t. 
fs “ ° Courses of Instruction by 
ting, Costing, Valuations, | Personal Tuition in Studio including TESTI- 
Timber Technology, etc. MONIES OF STUDY AND PROFESSIONAL Ps PRACTICE. 
We definitely guarantee “NO PASS 115, GOWER STREET, W.C.1. Tel.: EUS. 3906 


—NO FEE.” Tell us what interests 
you and this useful book, which ex- 


plains the easy way to increase your 
F ; 4 technical knowledge and — } POSTAL COURSES 
; » will b t FREE with- ‘ 
CONSULT Be pep pre toner Sey = in Bullding Trade subjects and for exams. such as 


a --POST COUPON---< City and Guilds, 1.0.8., I.M.E. (Building Inspectors) 
¢4 (write if youprefernottocusthispage) @ institute of Clerks of Works, Royal Sanitary Institute, etc. 
Please send me 176-page Hand- 8 Free 60-page descriptive booklet from: 
book—FREE H 
; | GEO. ELLIS SCHOOL OF BUILDING, 
LCE IEE 2, ALBANY HOUSE, WORCESTER. Est. 1894. 


ADDRESS 























Technical Literature? 





REUNITIES 





¢ 

















PARTNERSHIPS, AGENCIES, ETC. 


Building Industries Servi DVSRTISER, with casitel, experienced Shey Oe 
Z services Ltd SUBJECT OF INTEREST tings, seeks position, part or active 
25 LOWER BELGRAVE ST., LONDON, SW! 


Financial proposition, “with establi ao London firm.— 
Telephone : Sloane 0474 ENGINEERING TECHNOLOGY : ORKSHIRE MERCHANT having established com- 





LRGINERHING 








BRITISH INSTITUTE OF! | 5 Yimcitse, London, 8.W.20. Liberty 6623. 
nection with Building and Allied Trades and 


NT 824, Shakespeare House aa 

c * Retail Hardware, Ironmongers and Stores through- 

= eae | 17-19, Stratiord Place, BIE [: ’ out North of England, wishes to act as Sole Agent 
‘ 





q i i ods that will sell te 
AIN CONTRACTOR requires Brickwork Sub-Con- Lon 4 % for Manufacturers producing goo 

+ tractor. Jobs in Lesthertend and Maidenhead den, W.1 such purchasers ,— —Details to Box 1414 ‘ The 
areas.—Box 1373, ‘‘ The Builder.” eeenaececnceceaeceeaeneecaecaeeocees@ Builder.’ 





SECOND.HAND 
GUARANTEED 


DUMPY 
LEVELS 


14° Cooke, 3-screw, compass, case and 

tripod ... £30. 0.0 
10" Cooke, 3 “screw, compass, case and 

tripod £28.10.0 
7 Ottway, 3-serew, ** Quick- Set,’’ metal 

case and tripod _. £28.10.0 
14" Stanley, 3-screw, compass, ‘case and 

tripod : as ... £28.10.0 


Write now for. our catalogue—post free 
estab.) C. BAKER of Holborn LTD. [1765 
244, High Holborn, London, W.C.1 


Member Scientific Instrument Mfrs. Assn. of Gt. Britain 

















APPOINTMENTS OPEN 
Prepaid rate, 24 words, 6s.; each additional 
6 words ls. 3d. Box Number including 

Forwarding Replies 1s. 6d. 





bie * INCORPORATED ASSOCIATION OF AROHI- 

TECTS and SURVEYORS maintains a Register 
of Architects and Surveyors (including Assistants) 
requiring posts, and invites applications from Publio 
Authorities and Private aterm having staff 
vacancies. — EMPLOYMENT BUREAU, Christopher 

Wren Park, Whyteleafe. Tel.: Uolands 0935. 

¥.0.B., .A.R.1C.S., R.I.B.A., A.M.IC.E., ete, 

¢ on “NO PASS—NO FEE” terms. Over 95 per 
@ent. successes. For details of Exams. and Courses 
in all branches of Building, Surveying, Civil 
Engineering, Timber Technology, Forestry, etc., write 
for 176-page Handbook.—Free.—B.1.E.T. (Dept. 710), 
17, Stratford-place, London, W.1. 

ee? SENIOR and JUNIOR ASSIS- 

ANTS, with first-class constructional ability, 

ro —Write, stating experience, salary required, 
to LOUIS DE SOISSONS, A.R.A. & PARTNERS 
Midland Bank Chambers, Welwyn Garden City, Herts. 

UALIFIED ARCHITECTURAL ASSISTANT Re- 

quired by large organisation with Head Office 
in North Surrey. Wide experience of design and 
constructional detail essential. Salary to start £600 
—£700 per annum, according to qualifications and 
experience.—Write, giving full details of experience, 
etc., Box 3859, c/o CHARLES BARKER & SONS, 
Ltd., 31, Budge-row, London E.C.4. 

ROHITECTURAL ASSISTANT, Intermediate stan- 

dard, Required in Westminster. Varied practice, 
including’ Housing Schemes, University and Churches 
Salary about £7, according to experience. Prospects 
ef promotion.—Send full particulars to Box 1377, 
“The Builder.” 
“See AFRICA.—Vacancies now exist for experienced 

applicants :— 

(a) SENTOR ASSISTANT ARCHITECT, Nairobi, 
Kenya, x ine or p.a., plus bonus, aged 
35 to 40. Ref.: OSS 

(b) SENIOR ASSISTANT * ARCHITECT, 
Uganda, £850 x £50—£950 p.a., 
partnership Ref. 


Kampala, 
with prospects 


OSS /12/ 1. 
(cp ARCHITECTURAL. DRAUGHTSMAN, Nairobi, 


Kenya, initial salary £450 p.a. Ref.; OSS/10/2. 
Fare out on repayment, free return fare or bonus on 
satisfactory conclusion of three years’ service. 
Preference single men prepared to fiy out.—Write, 
giving full particulars, to OVERSEAS ARCHITECTS 
&E BRV ICE, 5, Welldon-crescent, Harrow. 
*RCHITECTURAL 
DRAUGHTSMAN 
working conditions. — Apply, THE 
SINGER Co., Ltd. Ferry-lane, 
Walthamstow, E.17. 
UNIOR STRUCTURAL DRAUGHTSMAN or 
ARCHITECTURAL with Structural knowledge. 
Barnet district. Five-day week. Telephone: Barnet 
5501, or write: age, salary, and experience.—Box 
910, ‘‘ The Builder.” 
RCHITECTURAL METAL WORKERS require a 
DESIGNER/ DRAUGHTSMAN of considerable 
merit. Top salaried position for skilled man.—Apply, 
- THE MORRIS SINGER ©O., Hope House, Gt. Peter- 
street, Westminster, w.l. 
F G. MINTER. Ltd., require responsible 
¢ DRAUG SHTSMAN with sound knowledge and 
experience of general building work.—Write, stating 
age, experience, and salary required, to The Sec- 
retary, 4, Buckingham Gate, S. ‘ 
RAUGHTSMAN Required immediately in Group 
Engineer’s Department at Farnborough Hospital, 
Kent, for approximately three months. Preferably 
with some architectural drawing experience. Salary 
according to experience.—Applications, together with 
details of experience, should be sent to the Group 
gineer, Farnborough Hospital, Kent, quoting DGE/ 3. 
ROHITECTURAL DRAUGHTSMAN Required witb 
a sound knowledge of building construction and 
design and capable of working with minimum_ super- 
vision. Salary £500—£600. according to ability and 
experience.—Write, with full particulars, to Box 
3863, c/o CHARLES BARKER & SONS, Ltd., 31, 
Budge-row, London, E.©.4. 
RAUGHTSMAN-ESTIMATOR Required in London 
office of Company specialising in reinforced 
eoncrete and glass constructions. Good knowledge 
ef building drawing and accuracy at figures essential. 
—Write giving particulars of age, experience, and 
galary required, to J. KING & ©O., Ltd. 181 
Queen Victoria-street, London, E.C.4. 
ENIOR ASSISTANT Required by SIR JOHN BUR- 
NET, TAIT & PARTNERS, to begin duties in 
the New Year. Applicant must be fully experienced 
in the prepa on of working drawings for multi- 
storey buildings.— Apply in writing, stating ex- 
perience, and salary required, to 10, Bedford-square, 
London, -W.C.1. 
IVIL ENGINEER Reauired, age about 25 years, 
for SIERRA LEONE. Experience in plane sur- 
veying and setting out, also able supervise housing 
and general construction work. Annual salary £660, 
free furnished quarters, medical attention, Pension 
Scheme. Contract two tours 12/18 months each.— 
Write, giving full details qualifications, experience, 
with copies references, stating age, married or 
single, to Box B.440, at 191, Gresham House, E.0.2. 


METALWORK DETAILING 
wanted. Good wages and 
MORRIS 
Forest-road, 
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HARTERED QUANTITY SURVEYOR Required by 
major British Oil Company to take complete 
charge of all quantity surveying for building and 
municipal engineering work in certain areas in the 
Middle East. Applicants should be experienced in 
all aspects of a Quantity Surveyor’s work and must 
be able to take charge of staff. Age between 30 
and 40. Commencing salary not less than £1,000 
per annum according to experience and qua! lifications. 
In addition, an allowance in the local currency, which 
is liable to variation but which at present is approxi- 
mately equal to £1,580 per annum, free passages 
out and home, free medical attention, kit allowance, 
Pension Scheme and good leave arrangements. —Write, 
giving full details, quoting Dept. F.203 on envelope 
and letter, to Box 2878, at 191, Gresham House, 
{0.2 


STIMATING SURVEYOR (four-figure salary to 
right man) required by well-known Building 
Contractors for their Head Office in London. Must 
be thoroughly experienced and able to estimate for 
large building contracts. Superannuation scheme.— 
Write, in confidence, giving age and short details 
of career, to Box 993, ‘‘ The Builder.’ 


EASURING Ss and WORKER-UP 

Required by West End firm of Chartered 
Quantity Surveyors for permanent staff. Five-day 
week.—Apply, stating age, experience, and salary 
required, to Box 903, ‘‘ The Builder.’ 


OINERY SURVEYOR/ESTIMATOR.—A well-known 
firm of Building Contractors, having their own 
Joinery Works in South-West London, require a 
suitable applicant (between 25 and 35 years of age) 
to fill the above post. Applicant would be required 
to take off quantities and drawings and estimate 
for Joinery Work on a competitive basis. “Oppor- 
tunity would be available for checking works cost- 
ings. After a trial period the successful applicant 
would be invited to join the firm’s SQ@perannuation 
Scheme.—Write in confidence, giving age and short 
details of career, and salary required, to Box 1383, 
‘The Builder.’ 


IRST-CLASS SURVEYOR Required as _ General 
Manager by old-established firm of Building Con- 
tractors employing. about 100 men. Must be fully 
experienced in measuring, and compiling bills of 
quantities; also preparation of interim and final 
accounts with local authorities for -erection of 
houses, etco.—Write fully in first instance, stating 
experience and qualifications, to HUDSON BROS. 
(MIDDLESBROUGH), Ltd., Fidler-street, Middles- 
brough. 


EASURING SURVEYORS and _WORKER-UP 
Required by firm of London Quantity Surveyors. 
—Write, Box 914, ‘‘ The Builder.” 


STIMATING SURVEYOR Required by firm of 

Building and Civil Engineering Contractors 
North Cornwall. Modern house available. Apply, 
stating age, ¢xperience, salary required, with 
references.—Box 1400, ‘‘ The Builder.”’ 


EASURING SURVEYORS or BUILDERS’ ESTI- 

MATORS Required by major British 0:1 Company 
for building and municipal engineering work in the 
MIDDLE EiST. Applicants should have had expéri- 
ence in measurement on site of building and‘ municipal 
— work. Salary commencing at £600 per 

um upwards according to . experience, IN 
‘ADDITION an allowance in the local currency, which 
is liable to variation but which is at present (for 
the above salary) equal to nearly £780 per annum, 
free passages out and home, free medical attention, 
kit allowance, pension scheme and good leave 
arrangements.—Write, giving personal particulars and 
full details «of ‘tune Sa and experience, quoting 
Dept. F.204, to Box 3282, at. 191, Gresham House, 
E.0.2. 





Tees. CORPORATION (UNIVERSAL), 
‘ ave the following: 
QUANTITY SURVEYOR: ESTIMATING su 
YOR ications, to the Corporation at 
Meath ‘Road’ ‘oo Watford, Herts. should be 
made in writing, giving f particulars of 
previous experience. Salary to be arranged. 





S. E LONDON CONTRACTORS require services 

eof SENIOR ESTIMATING SURVEYOR. Only 
those with first-class experience of competitive tender- 
ing, preparing interim payments and final accounts, 
need apply. Superannuation Scheme operating. 
Splendid opportunity for the right man. Write, giving 
full details, and salary required.—Box 1374, ‘‘ The 
Builder.’’ 


Benen BUILDING SURVEYOR Required by 
very old-established West-End firm, aged 25 to 
30. Capable of measuring and estimating without 
supervision. Knowledge of preparation of quantities 
desirable but not essential. Write. stating age, €x- 
perience, and salary required.—Box 1424, ‘“‘ The 
Builder.”’ ; 


bayer: SASURING SURVEYOR Required by London firm 
of Chartered Quantity Surveyors. Position holds 
prospects of advancement.—Write, stating qualifica- 
ne a and salary required, to Box 1420, ‘“‘ The 
gui 


UANTITY SURVEYOR Required, interims and 

final accounts, etc., for genera] Building Con- 

tractors working in West of England.—Box 1437, 
‘“‘The Builder.” 


HESHIRE CONTRACTOR requires ASSISTANT 

QUANTITY SURVEYOR for work on contract 

in North Wales. Must be mobile. Permanent and 

progressive position. Write full details, experience, 
and salary required.—Box 1432, ‘‘ The Builder.’’ 


i SURVEYOR’S ASSISTANT, 
capable of assisting in Taking-off, Abstracting, 
Billing, also settling Final Accounts. Salary accord- 
ing to experience.—GOTCH, SAUNDERS & SUR- 
RIDGE, Chartered Architects, Bank Chambers, 
Kettering. Telephone: 3165/6. 


SSISTANT ESTIMATING SURVEYOR Required by 
East London Builders. Able to take-off own 
Quantities, Measure Variations, etc.—Write, stating 
age, experience, and salary required, to Box 904, 
“The Builder.’ 


UILDER’S SURVEYOR/ ASSISTANT Required by 
old-established North London Contractors. Must 
be thoroughly experienced in measuring all trades 
and preparing interim accounts. Also able to take 
off quantities, estimate for smal] contracts, organise 
and supervise when in progress. ‘Accommodation 
available. Write, stating age, experience, end salary 
required.—Box 1372, ‘‘ The Builder.’ 


oo 'S ASSISTANT for Consulting Engineer’s 

fice. Some experience of working-up and 

ehetracting. Reply, stating age, experience, salary 
required.—Box 1409, ‘‘ The Builder.” 
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HE CO-OPERATIVE WHOLESALE SOCIETY, 

Ltd., invite ioe gee age for the following appoint- 
ment of the Manchester Architect’s 
Department. ye QUANTITY SURVEYOR. 
Salary range £510—£650, according to ability. 
Applicants must have a sound experience in the 
preparation of Bills of Quantities, measuring and 
adjusting variations for large commercial build- 
ings and able to undertake work with a minimum 
of supervision. The above appointment is permanent 
and offers prospects of upgrading to a competent 
Assistant. The successful candidate will be required 
to undergo a medical examination for entry into 
compulsory Superannuation Scheme.—Applications 
stating age, experience, qualifications and the com- 
mencing salary required, to be addressed to the 
Chief Architect, CO-OPERATIVE WHOLESALE 
SOCIETY, Ltd., 1, Balloon-street, Manchester. 


IRST-CLASS TAKER-OFF Required by London 
firm of Chartered Quantity Surveyors. Per- 
manent position. Attractive bonus scheme. Pension 
scheme available.—Please reply, in confidence, stat- 
ing age, experience, salary required and when free, 
to Box 977, ‘‘ The Builder.” 





G a= -ESTABLISHED LONDON QUANTITY 
SURVEYORS require the following ASSIS- 
TANTS for permanent situation. The commeno; 
ing salaries stated hereunder will be subject 
to review at regular intervals and are ex- 
clusive of overtime. Five-day week. peri- 
A TAKER-OFP £18 D-w.; TAKER OFF, 

£10—£15 p.w.; JUNIOR TAKER-OFF, we D.W.; 
SENIOR WORKER- UP, 2 D.w.; ORKER- 
UP (minimum three vears’ experience), £7 D 
—Box 1384, ‘“ The Builder.’ 














7. TAKER-OFF or SITE MEASURER 
Required by Chartered Quantity Surveyors 
for permanent position near London. Five-day 
week.—Apply, Box 1385, ‘‘ The Builder.” 





HE HELICAL BAR '& ENGINEERING ©Oo., Ltd., 
are prepared to consider applications for the 

following positions: London office: ESTIMATING 
ss (OR, . TAKERS-OFF, 

VEYOR, SENIOR DESIGN 
DETAILER; th ay offi 
VEYOR, SUPERVISING ENGID 
30 years of age).—Write, giving full details of experi- 
ence and names of references, together with salary 
required, to The Construction Department, 82, 
Victoria-street, S.W.1. 


{YX PERIENCED TAKER-OFF Required for perma- 
nent situation In London Quantity Surveyor’s 
i Commencing salary £900 p.a.. {plus overtime), 
rising, by annua] increments of £50. to £1,200 p.a. 
Five-day week.—Box 1386, ‘‘ The Builder.’’ 


TAREE OFF. with at least two years’ experience 
_ Of taking-off in Quantity Surveyor’s office, re- 
quired for permanent situation in London. Com- 
mencing salary £600 p.a. (plus overtime), rising, 
by annual increments of £75, to £1,050 p.a. Five- 
day week.—Box 1387, ‘‘ The Builder.” 


e 

USER ALTA —2he following staff are required for 

situations in the Australian Branch Office of 
a London firm of Quantity Surveyors. Passages both 
ways will be paid, and a three-year contract will 
be entered into, subject to renewal on its expiration 
at the option of both parties. The salaries stated 
are exclusive of overtime: TAKER-OFF, commencing 
salary £700 p.a., rising by annual increments of 
£100; JUNIOR ‘TAKER -OFF, commencing salary 
£550 p.a., rising by annual increments of £100.— 
Box 1388, ‘‘ The Builder.” 


ONDON firm of Chartered Quantity Surveyors 

require JUNIOR. TAKER-OFF. Opportunity of 
advancement under personal supervision ef Partner. 
—Write, stating age, qualifications and- experience, to 
Box 1406, ‘‘ The Builder.’ 


IRST-CLASS TAKER-OFF Required by West 
Country firm of Chartered Quantity Surveyors. 
FIRSTCLASS WORKER-UP also required. Pension 
Scheme available.—Please reply, in confidence, stating 
age, experience, salary required, and when free, 
Box 917, ‘“‘ The Builder.’ 
ENIOR TAKER-OFF Required by firm of Chartered 
Quantity Surveyors. Salary commensurate with 
ability and excellent prospects of advancement. Five- 
day week.—Reply, stating experience, and salary 
required, to Box 1416, ‘‘ The Builder.”’ 
ENIOR TAKER-OFF Required by Ohartered 
Quantity Surveyors Salary of secondary oon- 
sideration. Five-day week.—Reply, giving experience 
and. salary required, to Box 1417, ‘‘ The Builder.’’ 
UNIOR TAKER-OF? Required by London firm of 
Chartered Quantity Surveyors. Good prospects. 
Five-day week.—Reply, giving details of experience, 
and salary required, to Box 1418, “‘ The Builder.” 


UNIOR TAKER-OFF Required for progressive 
appointment in busy Midland office. Excellent 
prospects for, young applicant seeking experience for 
R.1.C.S. Quantities Final:-—Write, stating age, ex- 
perience, and salary required, to Box 1415, §¥ The 
Builder.”’ 


ENIOR WORKER-UP Required on permanent staff 
of City firm of Chartered Quantity Surveyors. 
Five-day week.—Reply, giving details of experience, 
and salary required, to Box 1419, ‘“‘ The Builder.’’ 


{IRST-CLASS WORKER-UP (preferably one who 

does not wish to go on to taking-off) Required 

nd London firm of Chartered Quantity Surveyors. 

Permanent position. Attractive bonus scheme. 

Pension scheme available.—Please reply, im  eonfi- 

dence, stating age, experience, salary required, and 
when free, to Box 911, ‘‘ The Builder.”’ 





WS Required by West End, arm ef 


Chartered Quantity Surveyors. Permanent 
position, with good salary and prospects. Five- 
day week.—Apply, Box 1389, e The Builder. i 





XPERIENCED CLERK OF WORKS Required by 

large business organisation, to supervise erec- 

tion of large buildings in the provinces. Salary 

£520 per annum, plus subsistence allowances where 

applicable.—Write, stating age, married or single, 

qualifications, to Box 3861, c/o CHARLES BARKER 
& SONS, Ltd., 31, Budge-row, London, E.0.4. 


XPERIENCED OLERK OF WORKS Required for 

seven months’ housing contract near London.— 

Apply in. own handwriting, with full particulars and 
recent references, to Box 1433, ‘‘ The Builder.” 








December 29 1950 


PPLICATICNS are invited for the appointment 
of a TEMPORARY CLERK OF WORKS for a 
housing scheme of 62 Houses and 12 Flats in the 
Borough of Bexley. The applicants should be quali- 
fied to supervise the erection of houses by contract. 
Wages £10 per week inclusive. Applicants must have 
previous practical and supervising experience of 
similar building works and be capable of keeping 


proper records, submitting reports, measuring up 
work in progress, setting out of the site and using 
a dumpy level and other usual duties of a Clerk 


of the Works. The appointment will be terminated 
by a month’s notice on either side. Applications, 
stating age, qualifications, and experience, and giving 
two persons to whom 


the names and addresses of a 
reference can be made, should be sent to LEY, 
COLBECK &_ PARTNERS, FF. we 1.B.A., Palmerston 
House, 51, Bishopsgate, E.C so as to reach 
them not later than 3rd JANUARY. 1951. 

ONDON FIRM of Painting Contractors, now reée- 


offer progressive position for experi- 

situate 
for keen, 
and salary 


organ 
enced ESTIM 
South-West district. 
capable man.—Reply, giving all details, 
required, ‘to Box 1401, ‘‘ The Builder.’’ 

STIMATOR or ESTIMATOR/CLERK Required. 


ising, 
ATOR /CANVASSER. Office 
Excellent opportunity 


Capable of ‘handling small tenders from com- 
mencement to final account. Ss Kent area. Age 
not under 30.—Box 1396, ‘The Builder.” 

STIMATOR Required for competitive. tendering 
for heavy Civil Engineering Works in. Nort 
Western Region.—Application, in confidence, stating 
salary required, past experience, etc., to Box 1391, 


“‘ The Builder.’ 





STIMATOR/SUPERVISOR Required by Lort- 
don Builders. Must be thoroughly experienced 
in estimating and supervision Good prospects 
for advancement. Permanency after probation- 
period. Reply, stating age, salary Treguired 
details of past experience.—Box 1392, 
‘“*The Builder.’ 











JRVEYOR, with all-round experience 
Worthing. Salary to 
according to ex- 


STIMATOR-S 
for Building Contractors, 
commence £500/£600 per annum, 
perience.—Box ~1410, ‘‘ The Builder. 
IRSTCLASS SENIOR ESTIMATOR 
F medium Contractors 8. E. London. 
salary offered for really competent 
1439, ‘‘ The Builder.” 
EQUIRED.—DEPUTY to _ Design 
R Engineering Department in Birmingham. Should 
reinforced concrete 





Required 
Substantial 
services.—Box 


Manager for 


all-round experienced of 
design and able to control staff. The minimum age 
is 32 years, and the post offered is permanent and 
progressive; salary according to qualifications and 
experience. Five-day week and a Pension Scheme are 
in operation. — Write, giving full details, to 
Box B991, at 191, Gresham House, E.C.2. 
Cy MANAGER Required by progressive firm 
of structural engineers and contractors, specialis- 
ing in precast reinforced concrete construction. This 
is a position with good prospects for the right 
man, who must be a first-class organiser with 
capacity for detail, have experience of concrete or 
steel erection involving the handling of heavy com- 
ponents, and sufficient knowledge of all trades to 
supervise completion of buildings. House available. 
—Write, stating age, training and experience, and 
salary required, to BEECHAM ESTATES CONSTRUO- 
TION CO., Ltd., Shipston-on-Stour, Warwickshire. 


ONTRACTS MANAGER Required by London Con- 
tractors to assist Director superintending con- 
struction. The position offered is purely outside 
and ordinarily does not entail any estimating, 
measuring or preparation of final accounts, but the 
experience and ability to do so if required is 
essential. Special experience is required in building 
construction and the constructional organisation of 
all types of contracts from setting out to completion. 
Position is permanent and progressive to the right 
man. Applicants must state age, experience, and 
salary required.—Box 1412, ‘‘ The Builder.’ 
UILDERS’ MANAGER Required by medium-sized 
firm of Civil Enzineering and Building Contrac- 
tors (Birmingham area) who desire to increase build- 
ing activities. Must be experienced and capable of 
taking complete charge, including taking-off, esti- 
mating, etc. Apply, in confidence, stating full ‘details 
of age, experience, salary required, etc.—Box 1393, 
‘ The Builder.”’ 
UILDING CONTRACTORS require MANAGER. 
Applicants must be capable of estimating, super- 
vising and preparing final accounts for contracts up 
to £20,000. Organising ability essential. Good 
prospects for right man.—Write, giving details of 
previous experience, age, and salary required to 
Box 1431 ‘‘ The Builder.”’ 


have 











THE BUILDER 





THE LONDON ASSOCIATION 
OF BUILDERS’ FOREMEN 
AND CLERKS OF WORKS 
Memorial Hall, Farringdon Street, London, E.C.2 
% Provides against Unemployment & Death 
%* Pensions for Aged Members or Widows 
* Applications for Membership invited 
Experienced Foremen and Clerks of Works can be 
obtained by applying to the Secretary, 
Mr. J. S. Rigden 
56, Priory Avenue, Cheam, Surrey 
Fairlands 9640 













XPERIENCED BUILDER’S OFFICE MANAGER 
4 Dulwich. Must have personality and tact 
Fullest particulars.—Box 1438, ‘‘ The Builder.’’ 
MAINTENANCE MANAGER 
West London Contractor requires widely experienced 
MAINTENANCE MANAGER, capable of controlling 
a staff of 40 
QUALIFICATIONS 
jobs up to 000; _ brepar) ng own 
running i ~ { ou 
measurng; 1 
must be s 
leader. Car 
s 35 to 45 rding to quali 
fications and experience, less than £750 


per.annum. Onl 


at least th 


men 
ree years will 


holdi ng aes positions for 


—Please apply 





giving ms in strict con- 
fidence, i . 3 “The Builder.” 

AY ANAGER Required for Joinery Factory in London 
4 area producing purpose-made woodwork of high 
quality. Previous experience in similar capacity is 
essential; good educational background, tact, and 










ability to co-ordin the work of others are import 
ant qualifications Applications, giving full details of 
experience, to be x a ‘The Builder.’ 


lired for Building Contrac- 
Must be experienced with 
anical plant and able to 
y, stating age, experience, 
salary requ iired to Box 






and 





previous 
1430 ‘ 
EQUIRED.—YOWNG MEN, 20 to 25 years of age, 
to train for Sales Staff. Salary from £300 to 
£400 per annum. Applicants should have a know- 
ledge of building construction. Vacancies are in the 
Liverpool and London areas.—Write, giving full details, 
to Box B.277, at 191, Gresham House, E.C.2. 
EPRESENTATIVE Reqaired for London ani 
Seuthern Counties by leading manufacturers of 
joinery and other woodwork. Experience essential.- 





Write, stating age, experience, and salary required, 

to Box 1394, ‘‘ The Builder.” 

[)OBEAN.—BUyYER. fully experienced in Plumbing 
and Heating Materials, required by large 

Engineering Contractors. Salary £500 p.a. Excel- 


lent prospects. — Write full particulars of previous 
experience, age, etc., to Box 1440, ‘‘ The Builder.’’ 


| Fea Engineering Organisation in North-East 
London area has an immediate vacancy for an 
ASSISTANT BUYER with thorough knowledge and 
wide experience of Civil Engineering or Building. 
Applicants should be between the ages of 28 and 
40 years. <A good education and sound commercial 
bac kground are essentials. Knowledge of purchasing 
methods and routine a strong advantage. The suc- 
cessful candidate will be expected to accept a large 
degree of personal responsibility, act on his own 
initiative, and deputise for the Buyer as occasion 
demands. Salary will be in accordance with quali- 
fications and experience.—Replies should be addressec 
to Box No. 1390, Reference SPD/P, stating age. 
education, qualifications, and giving a detailed account 
of experience. 


Gea CLERK. male or 
light engineering firm N.W. 


female, Required for 
London manufactur- 


ing Metal Windows, etc. Five-day week; excellent 
canteen.—Write, stating age, experience, and salary 
required. to Box 7622, c/o WHITES, Ltd. 72/8 


Fleet-street, E.C 


117 


OHN LAING & SON. Ltd., Building and Civil 
Engineering Contractors have vacancies for 
WAGES CLERKS, MATERIALS 


CHECKERS and 
TIMEKEEPERS. Applicants must be prepared te 
work in any part of the country and move about 
as required. Salary according to age and experience, 
subsistence allowance paid. Good ~ prospects for the 


right type of men. Application ar letter ] 
Head Office, Mill Hill, London, N.W.7. ss 
OST CLERK. experienced, wanted for East End 
Builders’ office. Five-day week. Salary around 


£400.—Write Box 1379, ‘‘The Builder.” 


B= CLERK Required," able to measure and 
compile records for Building and Civil Engineer- 


ing Contract.—Write, giving details of experience, 
pes and salary required, to Box 1395, “ The 
uilder 


ITE —— AND WAGES CLERK Required 
- by ipgeeee e emit j of Building Contractors 
xperienced man require Age limits a ws 
1378, “‘ The Builder.’’ iit Mite 
ICHARD COSTAIN 
CLERK in their 
ve had one 






require an ACCOUNTS 
rial Department. Must 





to Personne! 








nee, and cake > 
or, RICHARD COST A &.. 2a 
° n Ho 

Dolphin-square, London, 8.W.1. — 
UILDER’S CLERK Required at head office of 
Reinforcement Specialists for routine work in con- 
née yn with site-fixing contrarts. Experience should 
include es gets, bonus, dayworks, interim certificates 
and job costing. Five-day week, Pension Scheme = 

Canteen.—Send full particulars, including age, 
p ~ e, and salary required, to Box 1421, “ The 





de 


OST CLERKS Required for building sites in Lon 





don area. Must be fully experienced in measur- 
TeRSONe tg ee apply in writing to 
=RSONS, utd., » Seward-street 308 Well-road 
| ey oe , Goswell-road, 
UILDER’S ASSISTANT Required. Able to esti 
mate, run sm jobs, make up accounts; good 
organiser and reliable. Good opportunity for young 
energetic man. Must drive a car.—Apply, giving 
reference, age, qualifications, salary required and 
when free, to HUGHES, Albion Works, Wokingham 


YY Antep.—a man 
the Building 


construction. 


with thorough knowledge of 
Trade for an original type of 
One who is able to varry jobs through 


from start to finish and is not afraid of work 
Good salary to right man.—Apply in first instance, 
with fuli details, to Box 1436, ‘‘The Builder.’’ 

UILDER’S ASSISTANT or MANAGER Required 


in West Midlands; 40 men from all trades now 
employed. Variety of work. General experience of 
building trade essential, and knowledge of tendering, 


costing, incentive schemes and progressing a@ great 
advantage. A very promising post for a young or 
early middle-aged man of ability and energy. State 
experience, salary required, etc.—Box 1428, “‘ The 
Builder.’’ 

NENERAL FOREMAN /SUPERVISOR Required 


Essential good organiser, practical, keen, active 
and able to drive. Good, pensionable position as 
Outside Supervisor of established Jobbing Department 
—Write full experience, age, and salary required, to 
Box 1376, ‘‘ The Builder.’” 





he CONCRETP MULTI-STOREY 
FLATS, GLASGOW. Contractors of national 
repute engaged on above contract scek : 

(a) RSLSFORCED CONCRETE GENERAL 
FOREMA 

(b) GENERAL TRADES FOREMAN 

Interesting work, probability of permanency. 
Superannuation after probationary period offered 
to keen, energetic men with sound experience. 
Applicants are invited to write, setting out 
full personal details, including age, experience, 
past employers, and salary required, to Box 
1411, ‘‘ The Builder.” 











7, first-class GENERAL FOREMAN Required 
for contract in London exceeding £500,000. 
Must be capable of organising job from start to 
finish. Only man with successful experience on job 
of this size need apply. A good salary and future 
awaits the right man.—Apply by letter only to UNIT 
CONSTRUCTION ©O., Ltd., 3, St. James’s-street, 
London 8.W.1. 
HARGEHAND Required for fixing precast concrete 
floors in the London area.—Apply, HELICAL 
tag ENGINEERING ©0O., Ltd., 82, Victoria-street, 





PUMPS 











FOR ALL PURPOSES 


Centrifugal and Diaphragm .13” to 4” dia. 





PETROL, ELECTRIC OR HANDPOWER 





THE 


New and Reconditioned. 


SALE or HIRE 





GREENWICH PUMP & PLANT cO., LTD. 


DENHAM STREET, GREENWICH, S.E.10 
Telephone: GREENWICH 3189. 








































THE BUILDER 





Formerly The Incorporated Clerk of 
Works Association of Creat Britain 
aul 








Requiring 








Reyal Institute of British Arehitects, 
66, Portiand Piace, Londen, W.! 











A STONE meen Conmnn. Sormanent situa- 
tion. is offer for Mason who is_ capable 
Setter-oyt and Greaniser -_ "arive and an 


for small Stone Yard. Good salary, bonus, 
annuation, etc.—Apply. a. Son.’ full details of ex- 
perience, to C. Bryant & <= td., Whitmore Road, 
Smai! Heath, Birmingham, 


Must have had good general 
experience and be well versed in quantities and 
capable of preparing plans and supervising contracts. 
Must also be prepared to engage in building by 
direct labour and to advise on maintenance and 
repairs. Age limit 40. Salary from £800 per annum‘ 
acoording to age, qualifications and experience. Special 
allowance for married men with children. ‘Tours of 
21 months, with leave on full pay. Free passages, 
furnished quarters, medical attention in Africa and 
retirement benefits.—Apply in writing, ama full 
particulars, to THE UNITED AFRICA Ltd., 
Coast Staff Department, Unilever Ag London, 


ee SUPERVISOR aiia for BRITISH 
WEST AFRICA 


for Concrete Department of 
Works. Previous experience 
control essential.--Apply 
Essex-road, Hoddes- 


Required 
Pre-cast 
and labour 


OREMAN 
modern 





in production 


Cc. H. CHASTON & ©O., Ltd., 
don, Herts 
ORKING FOREMAN CARPENTER wanted. 
Probability of early promotion to} General 
Foreman for right man. Write in confidence.—Box 
1371, ‘‘ The Builder.” 
VACTORY ESTATE FOREMAN Required ‘for 
engineering firm West London, to deal with 
Maintenance and Development of bui Idings. t 
be capable of making surveys, preparing schemes, 
specifications, obtain estimates and progressing jobs 
—Write, stating salary, and brief details of experi- 


ence, to Box 1375, “ The Builder 
ETTER-OUT in medium-size trade joinery works, 
must be experienced, able to take-off from’ 
get out cutting quantities and drawings, 


drawings, 
and assist in works routine. West London. State 
age, wage, and experience. — Box 1402, ‘“‘ The 
Buiider.’’ 


BITER-OUT in medium-size trade joinery works. 
Must be experienced, able to take-off ‘from 
drawings, get out cutting quantities and drawings, 
and assist in works routine. West London. State 
age, wage, and experience.—Write, 241, North End- 


road, W.14. 


SERVICES OFFERED 


Builders, etc. 





RCHITECTURAL SERVICE to 
Plans prepared for Houses, Flats, Conversions, 
Garages. All structures. Surveys, levels. Moderate 


fees.—HAHN & EDWARDS, 5, = -parade, Elmers 


End, Beckenham, Kent. BEC. 
UTLLY aualified and experienced CIVIL and 
STRUCTURAL ENGINEERS are prepared to 


undertake part-time design work in steel or rein- 
forced concrete.—Apply, Box 1425, ‘‘ The Builder.” 


UANTITY SURVEYOR offers services to Builders, 


Estimating, pricing Bills of Quantities, Measur- 
ing. Final Accounts and War Damage Claims. Fees 
moderate.—’Phone: Silverthorn 4706. 

Tesi- 


ee experienced QUANTITY SURVEYORS, 
dent London area, offer spare-time services to 
including 


Architects, Surveyors and Contractors, 
somplete preparation of Bills of Quantities, Final 
Accounts, Pricing, etc. Terms by arrangement.— 
Box 1403, ‘‘ The Builder.”’ 


UANTITY SURVEYOR will give personal assis- 
tance in the. preparation of Bills of Quantities, 
——— War Damage Claims, Site Measuring, Final 
coounts.. Own office. Moderate fees.—Box 1405, 

“ The Builder.” 
Se oe QUANTITY SURVEYOR, not perma- 
nently engaged, requires part-time appointment 
at home preparing Bills of Quantities, Final Accounts, 
etc., for the profession.—Box 1369, ‘‘ The Builder.’ 


ESTIMATING 


PROMPT AQTENTION BY 
EXPERT ESTIMATORS 
QUANTITIES + FINAL ACCOUNTS 
TELEPHONE: PAL GREEN 2243 





















STIMATOR. with high rate recent successes, 
quickly prepares competitive tenders, in- 
oluding Houses and Flats. Claims negotiated.— 
° 57, Kingshill-avenue, Kenton, 
Middlesex. Wordsworth 2850. 





1 Vigs ee of specialists on incentive bonus and costs 
scheme will advise, introduce and run, if re- 
quired, a proven bonus-cum-costs system that will 
reduce costs and increase output, all trades. Large 


me small contracts.- Recently successfully introduced 
or large London Contractors. Moderate fee.—Write, 
*Phone : 


ig “TNOENT, 1 92, The Drive, Romford, Essex. 
Remford 4715. 
IMATING. — Experienced 
Estimators, Schools, Hospitals 
Billi of Quantities or from Plans; 35 
ence. — Apply, ‘‘ Bushfield,"” New “rn, 
Keat 


Practical Builders’ 
Houses, Flats, 
years’ experi- 
Longfield, 


FOUNDED 1882 \ 4 


ARCHITECTS 
SURVEYORS 
AND ENGINEERS 


CLERKS OF WORKS 


Are invited to apply to 
THE SECRETARY 








| 


| 
| 
| 
| 
| 
| 
| 











ified 


Clerks 








of Works 


The Secretary : 
W. J. GIBBINS 
5 BROUGHTON ROAD, 


THORNTON HEATH + SURREY 
‘Phone ce THO, 1238 












BUILDERS’ ESTIMATING 


BILLS OF QUANTITIES, W.D. 


SPECIFICATIONS, FINAL 
BILLS, BUILDINGS MEASURED 


M.L. 226, WHITECHAPEL RD. 
LONDON, E.1 BIS. 3578 








One of The Premier 
Estimators of England 
is still at your service. 
Prompt and efficient atten- 
tion. Send your Bills for 
competitive estimation to: 


J. MYERS 
& Co. 
Quantity Surveyors 
7, BLINDMANS LANE, 


CHESHUNT, HERTS. 
Phone: Waltham Cross 4127. 











OUSE BUILDERS; net prices, priced bill and 
basic materials prices, for foundations, super- 
structure, drains; modern single house, F.S. 
net cost approx £1,236 Price 158. C.W.0.— 


AMALGAMATED BUILDING SERVICES, 87, Mount- 
road, Chessington, Surrey 





CORDOVA TECHNICAL SERVICES 
Secretarial Section 
OPY TYPING and DUPLICATING of all kinds 
for the Architectural and Surveying Pro- 
fessions, Engineers and the Building Trades by 
experienced specialised .staff. Immediate atten- 
1 Orders. All technical work 
y our Qualified Consultant before 
return.—33, Christchurch Park, Sutton, Surrey. 
*Phone: Bellwood 6085. 














MASTERTYPING LTD. 
The premier specialists in Typing and Duplicating 


of BILLS OF QUANTITIES and other like 
matter. Express service, including delivery and 
collection. — 59,  Brook- street, W.1. Tel.: 


Grosvenor 6666. 








ARCHITECTS, 
‘SURVEYORS & 
CONTRACTORS 


Our Drawing Office service is always available for 
the Preparation of plans, designs, sketches, tracings 
and prints of houses, bungalows, Stores, shops, 
structural alterations, furniture, interior decora- 
tions, signs and landscape gardens. Surveys, with 
photography, at any distance. Materials supplied 
charges modetate, monthly accounts, strict Privacy 
guaranteed. Quotations if required. 


ALLERTON 
STUDIOS 


DESIGNERS & DRAUGHTSMEN 
14, MALEY AVENUE.S.E27 GIP 37A2 























December 29 1950 





CHARLES GRIFFIN & CO. LTD. 








Just Published—2nd EDITION 













COMPOSITION FLOORING. 
AND FLOORLAYING 
A. W. COMBER, F.R.I.C. 








The principies of jointless flooring explained for the 
builder, floorlayer, and architect. 

118 pp. 17 lus. Price 8s.6d. net. 
Abroad Is. 


Postage 5d. 





42 DRURY LANE, LONDON, W.C.2 











SITUATIONS WANTED, ETC. 


ROVIDENT INSTITUTION OF ual 
FOREMEN and CLERKS OF WORK: 
6, PORTLAND-PLACE, LONDON Wit 
ARCHITECTS and BUILDERS requiring efficient 
CLERKS OF WORKS or FOREMEN are requested 





to_apply to:— 
E. J. MURRELL, 
66, catrenes road, Surbiton, Surrey. 
: mbridge 3617 
This Institution (established 1642) Provides Pen- 
sions for their old Members, their Widows and 


Orphans, and invites all eligible men who have not 
attained the age of 50 years to join as Ordinary 
Members, and over this age as Associate Members, 
and so assist to maintain the status and promote the 
interest of Builders’ Foremen and Clerks of Works. 


EGISTERED ARCHITECT (35) desires appoint- 
ment with prospects; preferably industrial work. 
Bristol area.—Box 1442, “The Builder 
Oia SURVEYOR desires change. Life-long ex- 
perience all branches. London or Home Coun- 
ties preferred.—Write, Box 1426, ‘‘ The Builder.” 


LASTERING SURVEYOR/MANAGER seek & 

responsible position. Fully experienced in 

taking-off, estimating, measuring, interim valuations, 

final accounts, incentive schemes, supervision and 

organisation of works in progress, including complete 

control of large office for a number ef years.—Box 
“The Builder.’’ 


ONDON SANITARY AND DOMESTIC ENGINEER. 
Age 47. Long experience large contracts plumb- 
ing and heating. Accustomed complete control, 
design to final (account, site supervision.—Box 13 
‘The Builder.’ 








EXPERIENCED ESTIMATOR SURVEYOR, 

age 34, seeks mt and progressive 

situation with well-established contract 

within 25 miles radius of Brighton. 
£650 minim 


mencing palery, um.—Bex 1408, 





OUNG MAN (27), experienced in site organisation 
and measurement, desires post in Head’ Office 
*“f Building or Civil Engineering Contractors, where 
experience im pricing may be obtained. Preferably 
London area.—Box 1381, ‘‘ The Builder.” 
SSISTANT ESTIMATOR/SURVEYOR (32), now on 
alteration work sees post offering wider scope. 
Position with medium- size firm Brel aae —Box 1427, 
“The Builder. 


OUNG Man (29), six years’ experience as archi- 
tectural assistant, seeks position of administra- 
tive capacity in established firm connected with 
building materials in London area only. Keen, hard 
worker, wishing to progress. Willing to train.—Box 
1397, ‘‘ The Builder.’ 
ANAGER/AGENT (38), used to full control, 
estimates to final account in all types of work, 
seeks permanent appointment with progressive organi- 
sation.—Box 1398, ‘‘ The Builder.’ 


MANAGER AND ESTIMATOR desires engagement 
Close competitive estimates, all office details 


quantities, =. final accounts, and outdoor 
supervision. Own car. West or Home Counties.— 
Box 1366, ‘‘ The Builder.’ 


NERGETIC YOUNG MAN; age 254, sceks post as 
Assistant Contracts Manager or Manfger to smaller 
experience Site 


Company, London area; years’ 
Engineer. Capable executing contracts from setting 
out to final account. Salary required £600.—Box 
1441, ‘‘ The Builder.” 


DVERTISER. over 20 years in building trade, 
seeks employment as Manager to small concern 


or Assistant-Agent-Supervisor in Oxford, Aylesbury 
or High Wycom areas. Experience, supervision all 
trades, Estimating, Measuring, Office and Final 
Accounts. Could get out own drawings and specifi- 
cation. Military service as Clerk of Works. Oar 
owner. Available February.—Box 1434, “ The 
Builder.’’ 


ENIOR CLERK. fully conversant with costing, 

wages, P.A.Y.E., Book-keeping; 20 years’ experi- 
ence building trade; seeks position of trust.—Box 
1399, ‘‘ The Builder.’’ 


ENIOR WAGES CLERK poquives a post as such 

Minimum salary £400.—Write, Box 417, c/o 

GEORGE MURRAY ADVERTISING, 184, Strand, 
W.C.2. 


EGULAR Royal Engineer officer, age 46, seeks 
civil employment preferably in building industry. 
Nine years’ experience in various grades on W.D. 
Works Services, including planning. estimating, 
execution and billing, Accustomed to progressing 
work under strict financial control. ‘Prepared for 
hard work and owns car. Available at short notice 
for post, with prospects.—Box 1404, ‘‘ The Builder.”’ 


ENERAL FOREMAN, C. and J., long ei 
M. 1 


large and _ medium-size jobs.—H. 
Poresters-drive, Wallington, Surrey. 
Qa FOREMAN, age 56, ©. and J. by trade, 
disengaged. New, reconstruction, concrete. 
Infe experience. London preferred.—Box 1435, 
“fhe Builder.” 
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ENERAL FOREMAN/AGENT desires change, 23 
years’ experience in all classes of contract work, 
also good knowledge of contract work under W.D. 


sia Se eS” | | LEOPOLD FARMER & SONS 


CTIVE FOREMAN, General or Carpenter, avail- 
Setting out, levelling, etc. 


f f 5 South London or suburbs. | 

Box 1370, “‘ The Builder.’ | 
PLvaBERs.—Pour pairs energetic, skilled crafts- 
r ¥ seek 


men, nearing completion Tavistock hotel, 


further eagagement January. Competent domestia 
engineers.—Write, OOOMBS, 24, Fitzwilliam-road, of PLANT, MACHINERY ~~ INDUSTRIAL 
Clapham, $.W.4. ‘Phone (after 1 p.m.}: Macaulay 


is | VALUATIONS 


BUSINESSES for Public Issue, Stock Exchange Quotation, Balance Sheet, Probate, lnsuance and 


BUILDERS’ BUSINESS AGENCY | hes purposes. 
551, LONDON ROAD, ISLEWORTH, MIDDX. | 46, GRESHAM $7 TREET, LONDON, E.C.2 


Tel.: HOUnsliow 0251 | 
“i elephon onar: Telegrams; Sites, Loadon 
“The Service for Builders—by Builders” | " os one SUE Send 4 


Susiness Brokers Specialising in the Disposal of 
~ » Yards, etc. 


LONDON ESTABLISHED 1935 COUNTRY 
=. SALE.—Old-established firm Sanitary — | D R I \ E R 7 & N O R R I S 
E " ti ‘ eS 
eating Engineers. Good connections. Premises (Established 100 years) 


West End London; long lease. Nucleus outside staff, 
experienced foremen, capable handling large con- 


SS at ae ee ne ae om Surveyors, Valuers & Auctioneers 


OR SALE.—LIMITED COMPANY BUILDING 
CONTRACTORS. Agreed tax losses £6,000.— SPECIALISTS IN 


aT a Nth a WAR DAMAGE CLAIMS, GENERAL MAINTENANCE 
| WORKS, VALUATIONS and PROPERTY SURVEYS 

HUNSTON, Sussex. FOR ALL PURPOSES. FURNITURE VALUATIONS 
Contractors’ Business, Plant and| | and ALL MATTERS APPERTAINING TO TOWN & 
Premises offered for Sale. Suit Jobbing COUNTRY PLANNING ACT, 1947, LOCAL 
Builder, or Contractor wanting depot GOVERNMENT ACT, 1948, ALSO BATING APPEALS 


Seen Geaidaee eae | Offices: 407, HOLLOWAY ROAD, LONDON, N.7 


tracts. Good district, reasonable price. 
Telephone: NORTH 5001 (10 lines) 


Write Box 1449, “The Eimoer. | And at 15, SHIP STREET, BRIGHTON  tesphoo: nrigtson 9086 


BUILDING CONTRACTORS’ BUSINESS for Sale. 

Old established, ann N.12. ged 
£60,000. Net profit £2,500. Surplus assets 
cluding goodwill, over Ae 000. Price £20.00 - = 


near offer. Wanted for Client, a peortneal Builders’ 
i 00,000 ESTABLISHED 1860 


Business, with minimum turnover of £100,0 p.a.— 


BUSINESS BROKERS, Ltd., 46, St. James’s-place, 
London, S.W.1. (REG 4720.) | 
OR SALE.— Business of TILE FIREPLACE 
MANUFACTURERS, SUMMERHILL, near 


WREXHAM. Concrete and Slato Slab Table Tops, 


Stocks of Materials, cto. Also Bedford S-toa Lorry’ SPECIALIST AUCTIONEERS AND VALUERS to the 


Stocks of Materials 


Further details on application.—Best offer to H. G. SAWMILL, BUILDING AND FURNITURE TRADES. 


JENKINS, Incorporated Accountant, St. John’s 
ee ee VALUATIONS OF WOODWORKING MACHINERY AND PLANT 


EST-END small compact BUILDER’S BUSINESS 


Good area. All plant. scaffolding and 10-b.p. Sales by Public Auction 


nee aoe gee — £1:500- “t 720 
ease. ow rental. irst offer —£ 
Fg Heke gy | NEWINGTON GREEN, LONDON, N.16 
STABLISHSD BUILDERS AND BUILDERS’ | 9 9 7 
oa busy main Sond (49 genre’ lease). Posse. Telephone: CLISSOLD 9121 (2 lines). Telegrams: “ARCHLIKE, FINSPARK, LONDON.” _{f 
te cette a ee 


shop on busy main road (49 years’ lease). Posses- 
sion good living accommodation over. Well equipped. 
Four yards, Tipper. Good turnover. Well stocked. 


Genuine offer with excellent reason for sale. All- 
in price to include valuable contracts in hand. stock, | DEMOLITIONS SALES BY AUCTION 
| ac gpa . and 4 ——_ —. £12, 000-— | “ | 
ull details (principals only) from sole agent, | 
G. MACK, A.I.A.S., Surveyor, 86, Ifield-road, | cane and Cieara 7 

$'W.10. Telephone: FLAxman 5119. va a ate er ar Brownil.” YER . ARD & YATES. 
Beeche! aniey en Established . 

Junction 2519. a a 
Old Property removed with Speed. ~ - 

Specielicts in Sales by Auction of Builders’ Plant, 


e 
| ck, 7 ; p 
Having Secured wm. seeewaneeet. DEMOLITION, ROADS to Machinery, Timber, Demolition Material, ete 


and SEWERS, etc. Keen prices quo } ; 
Billet-road, Little Heath, Valuations prepared. 


McLOUGHLIN, Uplands, 
the Contract— Romford, Essex. Seven Kings 5159. 

poi geal AND SITE CLEARANCE.—GEORGE , 3 aa aes 
D*saxbs a: Napier-road, south | 979, NORWOOD-ROAD, S.E.27. 


what about the Croydon. , a 2246/7. | TULse Hill 3451/3. 


By Direction of Messrs. W. Chambers & Sons 


e | | 
Steel Scaffolding ? CONCRETE Owing to os bby pes Premises, 


MAGDALEN-STREET AND 


WIMPOLE-ROAD, COLCHESTER, 
a ESSEX. 


RECONDITIONED AND READY IMPORTANT TWO DAYS’ SALE 


FOR IMMEDIATE WORK | of the very extensive 
Sale or Hire | BUILDERS’ PLANT, STOCK-IN- 


ARTHUR F. DANDRIDGE LTD. TRADE, WOODWORKING AND 
143, WOOLWICH ROAD, S.E.10 oe PO cdot 
Telephone : GREENWICH 3188- 9 , comprising in all 900 Lots, 


For the Lowest Prices | RENN, WRIGHT «& Co. 


ld the Prope b eu < 
apply to the Oldest T HIRE LTD | MONDAY and TUESDAY. @th and 9th JANUARY. 
Fires in the Scaffolding KINGSTON PLAN a 1951, at 10.30 a.m. precisely each day. 

EXCAVATORS Goods on View: Thursday, Friday and Saturday, 


h, Sth d 6th 
Trade. ROAD ROLLERS 4th, Sth and 6 A yg a from 10 a.m. to 


STEPHENS & CARTER LTD. Gulaloenes., Fejce, 4. may be chtsinsd from the 
The Brit'sh Stee! Scaffolding Co. Telephone : Colchester 3171 (2 lines). 

731-761, HARROW RD., N.W.10 HIRE - - on - - SALE LAND, PREMISES, ETC. 

TWICKENHAM RD., HANWORTH, MIDDX. UILDER’S YARD or PREMISES required, with an 


Telephone No. Ladbrote 1191 (6 lines) 
Feltham 4084/4085 area of not less than one-third 
Telephone : to Hendon.—Box 1407, “The Baildere “/*°=* 
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Abbey National Building 








| 
ee eee 98 | 
Abix (Metal Industries), Ld. 94 
Accrington Brick & Tile Co., | 
i. se 88 
Ace Shopfitters 96 
Adamite Co., Ld. 705 | 
ma Industrial Develo »pme ats, 
ye ae . 30 
Pl E. Hill, & Co., Ld. | 
Aldous-Campbell 1] 
Allen, W. T., & Sons, Ld. 96 
Allerton Studios 118 | 
Allied Rubher Products & H 
Eng. Co., Ld. . 111} 
Anderson, C.F., &S8on, Ld. 32 | 
Anderson Construction Co., | 
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Armstrong ( ‘ork © 0., L d. 39 
Asbestos Cement Roofings 93 
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Atlas Stone Co., L« 120 | 
Automatic Pressings, L 108 | 
Averill, C.R.,Ld. .....-.. 95 | 
Aygee, Ld. ...... 708-711 | 
Baker, € Scone Mae 
Bath ‘and Portland Stone | 
Firms, Ld. . 110 | 
Batty, Frank, & Smith, LA. 120 | 
Beachcroft Concrete Slab & | 
Block Co.,Id. ......+.. 95 
Bennett College, Ld. ‘nen omy | 


Bennie Lifts, Ud. ...-.--. 1] 


Berry Wiggins & Co., La. 
34-35- 96 | 

Bigwood Bros. (Birming- 

ham), Ld. 9 
Bitulac, Ld... 57 
Black & Decker, Ld. ...... 2 
Blocre, Wm., & Sons, Ld... — 
Bolton, Thomas. & Sons, Ld. 44 


Boulton Tubular Structures, 

















“THE BUIL 








DER” 





THE BUILDER 


















































FRANK BATTY & SMITH LTD 

































































December 29 1950 


ADVERTISERS AND GUIDE TO BUYERS 















| Concrete, Ld. pes | Fry, Walter S., Ld. ...... 56 | Jones, T.C., & Co., Ld..... 63) Milles, R. D., Ld... 102 | Richardson, P. C. (Middles- 
Cooksley, A., &Co., Ld 38 | | Mills Scaffold Co...... Dat teem. Td... ..ccese 
| Corbulin, Ld. is A ee Kango Electric Hammers, Modern Scaffolding Co . 114} Robson’s Nurseries, Ld 
Costain, Richard, Ld. 79 | Gabriel, Wade, & English, Ld 28 | Mocern Tile & Flocr Co., | Rock Asphalte Co., ia.. 
Cox & Danks, Ld. ° 101 : fa Kaye, E. & Ed., L - Ld ; ; | Rom River Co., 
Cox, H., & Sons, aes 113 | Galbraith Bros:, Ld... 712 | Kenyon, Williatn, & Sons, Moffatt, Whitehart & Co., | Rover Co “ua.” a8 
Gene td oc, 96 | Gas Coun: il veeeee 29 Ld. Ae 4 $ 112 | Rowland "ares. We igs 126 
} Crittal Manufacturing Co. | General Asphalte Co., Ld. 1 | Kerner- Greenwe nd & Co... 60 mon Nic ckel Co ‘La. — | Rownson, Drew & C Diydes- te 
16 | Gibson, A. L., & Co., Ld. 1-96 | King, Geo ; 5 75 | Moreland Trading Co. Ld. 110 dale, Ld..... 110 
Crockatt, Sons, Ld... 102 | Gimson & Co. eee King, J. A., Ld..... 39] Morgan, A., & Co. . 118 | Royde & Tucker 96 
Cubitt da Timber Co., | Pa 798 sees 1| Kingston Piant Hire, Ld... 119 | Mullen & Lumsden, Ld. 61 | Rozalex, Ld. .. 108 
1d. ee ee ane 111 | Glow. as Bo 1 rs Ld 4 Kinnear Shutters ... .. 1-98 | Mumford, Bailey & Preston, } Rubbalux, la. chtste kid aaa nln 95 
tlow-W« vilers, Ld... | we ’ ; 
Dagless, Ld. — | Goddard & Gibbs ..... 113 | “ares * a rE scales Pp 8 = ? | ete ene Bes nav it 
Damp-proofing, Ld. 97 | Grangersol, Ld. .......... 91] Keitirne” fe Ee . 
Dandridge, A. F., Le 119 | Grant, Douglas, & Partners — Kwikiorm, Ld. National Federation of Clay a apes & Sons, Id... 44 
Davis, W. . —| Gray, J. W., & Son, LA. Industries . sankey-Sh tdon, E net Se 
Decorative Painting Con- | 93-95-96 | John, * Son, Ld... 66 | Natural Rock Ae phalte, Ld. 93 daseves Man ay fr Bsns am 
| tractors, Ld. : 1| Greenwich Pump & Plant WwW. & R., Ld..... 112] Negus, W. & M. 712 | —- “heal anufacturing Co., 
De Gay Flooring, Ld. .... 94| Co., Ld. Kcaeveeseeere 117 | Lele ester Lovell & Co., Ld 53 | Neuchatel pes ‘Ld. 1-68 | Scaffold: , QR). L 
| Dennison, Kett & Co., Ld 1 | Greenwood’s & Air | Lenserete, Ld. .. 96} Newalls Insulation ao Ld. 97 | Scaffolding (G.B.), Ld. 
Dohm, Ld. A cas | age Saal: Ge osc bee's 2 | Lewis & Co Balham), LA. New Floor Installatioys, Ld 48 | Sealocrete P: 22-85-13 
Dowsett Gri up | Griffin, Charles, & Co., Ld. 118 | Lewis & Lewis, Ld. ...... 118 | Newtonite, Ld. 11 eamtikes? +o ts, Ld. 27 
Inside Back Cover | Gyproc Products, Ld. 105 | Lewis Bitumen & Asphalt Nicoll, Dawson & Humph- ud. =e 
Dreyfus, Ld. ; . 96} Gypsum Mines, Ld 103 Co., Ld. . Sinks » i ries, wd. 94-96 | 
Drivers & Norris 119 | Lewis, F. J., Le zs . 115 | Nicholls & Clarke, Ld 77 | 
Dunlop & Ranken 1} Hall, J. & E., Le 13 | Light eelwork «is Ld 1 } 
Dunlop Special Products, Harmer, John, & I Fuller Ld. 965 Lillington, G., & Co., Ld. Odoni, Alfred, A., Ld. 108 | 
Ld Haywards. Ld 50 24-49-97 | Olby, A., & Son, Ld 112 | Sharman, 
| Shutter Contra tors, 
| Simpson B., & 
Ne AR PAC rer ee, 
| Skinner, W. 4 Id. 94 
| Smith, E. H. (W oath tta) 96 
| Smith, H. V., & Co., Ld. 75-94 
Smith’s Fireproof Floors, Ld. 32 
| Southern Cover Co.. 109 
| Southerns, Ld. .......... 107 
| Spungroove, Ld. Saino a 
oro ee Pee. 7 Wg Flat Roofing Co., 
Sta ee Range and 
Foundry Co., Ld... 
Steel-Crete, Ld. 712 


Steel Scaffolding Co., Id. 
1-80-96 
Stelcon (Industrial Floors), 
Ld. 

















Bowler, 6.8. 
Box, C. W. . ~~ Py Stephen ns & Carter, Ld. 
Boyle, Robt., & Son R U I E D j N Lu & € j V | - 94-96-97-119 
Braham Patterson & Ben- — Steven, A. & P., Ld....... 
DUD, Bs '6.0:0 <0 88 | | Steve ns Adams, Ld..... 712 
British Bye-Products, Ld... 110} i (n> 4 = | “Stic B” Paint Sales, Ld. 709 
British Constructional Steel- E Nj (5 i N E F R i N c “ { ) N ti he A @ T { } R } meer Asbestos Flooring 
work Association J — *% | Co., Ld. ...+..0200006 115 
British Hoist & Cra | stuart, Edward, & Co. .. 94 
WA.” acascweanic Surreyboard Co., Ld..... 11% 
British Institute of Engin- | OND ; c i og a 
eering Technology ..... 115 | ONDON, ITH WALES iSLE OF WIGHT Tarmac, 7 eee 
British National Electrics, Vas . aylor, W: alter rere 110 
 Rhecep nape 4 PAD 5148, 30 CARDIFF 1625, RYDE 251) Thermacoust, Ld......... 38 
British Reinforced Concrete Thornton, A. G., Ld.... 84 
Engineering Co., Ld. 47 Tilley Lamp Co., Ld....... 72 
British Trolley Truck Co., | Tilyard Tiles, Ld....... 114 
RE TOTS 36 | Tital Lifts 1 
Briton Brush Co., L. 24) Tretol, Ld. 41 
Brooks, Leonard. & Co. 110 | Trianco, ld 37 
Builders Accident Insurance, SR LL RRR SORE mg Oracle 
a errr True Flue, Piaiedis.«/erien, eee 
Building Industries Services, Truett & Steel, Ld......... 45 
AERTS 115 : Turners Asbestos Cement Co., 
Burtons, ee 95 | Durable Asphalte Co.,Ld... 86| Headquarter & General ! ee ‘8 aaa Iron- Olding, Jack, & Co., Ld... 108] FW. coccccccsccccncess 79 
Byrd, A. A., & Co., Ld. 64 | Durafencing, Ld. ........ 94 Supplies, Ld. ... _ ae rr Onsite Flooring Co..... | Turner Scaffolding, Ld. 
Hebden, R. A., & Sons. — | Liner oaceete Machinery | Tyrol Sales, Ld..... 
re 78 Eagle Branciithie Flooring Helical Bar & Engineering th: Sr ee Aes Palmer’s Travelling Cradle Tyzack, S., & Son, Ld.. mie 
Caledonian Concrete Prod., Pers 114 Sg es Sdneate screw ess 707 Lockwood, R. & Scaffold Co., Ld... 94-96 
Rep ake Wes ase bark oe Ebner, Jan: F., Ld. 94 Henderson & Glass ...... § Loft Ladders, bl - | Parfitt, H., & Sons, Ld.. 89 | Unique Balance Co., Ld. — 
oatabriige Asphalte Co.,Ld. 93 | Edmonds...........-- 1 | Hibbard, wg & Sons 119 | Lomas, 8., & Co. .. 14 | Parker, Frederick, Ld..... 86] United Paint Co. Ld..... 48 
& 8. Construction Co. 1-97/| Eidelman”. .........- 38 | Higgs & Hill, Ld. ........ 43 | London Flooring Co — | Parker, F., & Co., Ld..... 112 
Oafferata & Co., Ld. 87 | Ellis School of Building . 115 | Highways - oth mete Co., | Lovell, Y. J., & Son, Ld... 7 Parkinson, E.(London), Ld. 96 | Veitchi Co., Ld........... 94 
Carter & Co., Ld. . — | English Joinery Manufac- | Ld 7 . es yh Oe Seer 96 | Pasini.C., Ld......... ... 93] Verity’s Polishers, Ld.. 95 
Oarter (Brockley), 1a. q turers Association ...... — | Hill, H. C. HH ehsbe oes 109 Lyte Ladders, Ld. - 110 | Pauling, George, L Vigers Bros., E Ls 1 
Caswell nes and Erec- Essex Steel Scaffolding Co., | Hills (West Bromwich), Ld. 74! “ Lyteze” Products, Ld. 109 | Peerless Fence & Products, Visco Engineering ‘Co., Ld. 40 
tions, Ld. ee 113 a. Dive Gis ni acaias soar ee ate 712 | Hobbs, Hart & Co., Ld. 75 | | he oy Sere 
Oayless Bros. ........... 112 | Evans, F. H., & Co. ...... — | Hodge, John Blackwood, & | McCall & Co. (Sheffield), 19 | Penfold Fencing ‘& Engin- | Waldor Tool& Gauge Co., Ld. 90 
Celcon, Ld. ...... ... §6]| Excel Asphalte Co., Ld... 93 aie * ae 76 | McDonough, J. G., La 114 | “CG. ocsspatses Ward, Thos. W., Ld.. 92 
Cement Marketing Cc 0., A: 9} Exfoliators (V ermic’ ulite), Holbrook eeieere)s TA: 102 | Mackay Industrial Equip- | Penrose Lifts, Ld......... Warerite, Ld. . ae 
Ohain Link Fencing, Ld. a a a Ree ae, Zee Hollis Bros., “pte tS 45| ment Co.,Ld........ 42 | Permanite, Ld..... 52-93-94 | Wernick 8., & Sons Ld... 112: 
94-109-110 @ Holoplast, Ia. sae a liealoes 59 | Macleod, Malcolm, & Co., Pilkington Bros., Ld....... 67 | West, A., & Partners, Ld. 115 
Chamberlain Industries, Ld. 114 | Fairfield Paint Co., Ld. ‘Cover | Hope, Henry. & Sons, Ld. 62 | Ld. . * : 95-96 | Planned Products eematiors) Western Forestry Co., Ld. — 
Chimneys, Ld. ........ 93 | Falk, Stadelmann & Co.,Ld. — | Hough Bros., Ld......... 95 | McNeill & jis. 40 Rae ees: eee 108 
Circle Construction Co., Ld. 89] Falkus Bros., Ld. ........ 31 Main, A. & oe Co., Ld. 94} Porn & Dunwoody, ‘Ld... 1] Wickham Hhgineering Co., 
Olark, J., & Eaton, Ld. — | Farmer, Leopold, & Sons.. 119 | Ibstock Brick & TileCo., Ld. 89 Marley Tile Co., Nehatee 106 | Poulton & Son .......... 93 DO senetscctkisdasoke 1 
Clarke, Barton & Co. a ae 84 | Farmiloe, George, & Sons, Ideal Boilers & Radiators, Martyn, Bruce, Ld. 10-96 | Price, D. W., & Son, Ld... 111 | Wilkins, John, & Co., Ld. 710 
Clement Bros. (Haslemere), awkes Vea Back Cover ES ees ae 23 | Mather & Platt, iA: — Williams & W illiams, Ld. 71 
De vubeasee Caasdese. we 112 Federation of Master Ideal Parquet Floor Co... 95 | Maxwell, Andrew ........ 1 | Ragusa Asphalte PavingCo. 1] Wood Fibre Wallboard Co. — 
Cliffe Hill Granite Co., Ld. ee. EDO Ce 712 | Improved Asphalte Co., Ld. 93 | Medway Buildings & 2295 Randall, Wm., & Co., Ld... 110} Wottons (Croydon), Ld. 95 
Oloke,Geo.E.,Ld. ...... Felts & Damp Courses, Institute of Clerks of Works 118 og eee: 90 | Rawlings Tiros, Ed:.....- 91 | Wyckham Blackwell, Ld... 110 
ates, C. H., Oy ain cncbsauectinteces 37 | Institute of Quantity Sur- Mellowes & Co., Ld. 87 | Raylor Bros., Ld......... 84 
Oohen, George, Sons & Co., S Field & Palmer, Ld. 93-94 WES ~ Tec ove daccess = mitre Trading Co.,Ld... 17} Read, J., & Sons, Ld.. 109 | Yates, W. T., - 72 
Ee RE Sere eee — | Finch, B., & Co., Ld. International “pipe age MetaMica, Ld. .......... 03 | Reed, A. Elder, & Co., Ld. 109 | Yorkshire ¢ opner Ww orks, 
es & eS ee ae Fitton, 8. & J., Ld 97 dence Schools, Ld. 115 Metropolitan Asphalte Co., Reparations & Steam Brush eS fafa s) We PES 
Collingridge, B. F., Ld. 109-114 | Floor Renovations, Ld. 95-113 | Interoven Stove Co., ‘Ia.. Co., Ld 
ang Sprays, Ld. ... 706 | French, Thomas, & Sons, | Zeta Wood- EROS Co 
Bolt, W. H. (London), “Ld. 1 _ a er =i 12 | James Joinery .........-. (1910). Lad - 114 











ATLAS BUILDING BLOCKS 


ARE PRECISION MADE 





on the world’s most 
efficient machinery 
and exceed every 
B.S.S. requirement. 
They are available in 
Haydite, Foamed Slag, 
Pumice, Clinker and 
Ballast aggregates, 
solidor cellular; stand- 
ard or special sizes. 


ATLAS STONE COMPANY LTD. 


Artillery House, Artillery 


and. Meldreth, Greenhithe, 


Row, London, S.W.1 
Strood, Cambridge. 





Park Royal and Shorne 


_ ae 





If open for the supply of 
@ GATES 
@ FENCING 
@ HAND CARTS 
@ WHEELBARRO 
@ WATCHMEN’S HUTS, 


Timber Merchants. (Dept. G) 
Proprietors: JAMES LATHAM Ltd. 


BLETCHLEY, Bucks. 
Tel.: BLETCHLEY 23 (2 tines). Est. 1874. 
S[lustrated Catalogue on application. 








please communicate with the manufacturer:— 


ROWLAND Bros. 








" 
etc. 
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Id be addressed to The Builder, Ltd., The Builder House, Catherine Street, Aldwych, W.C.2. Temple Bar 6251-2-3-4 
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Forces of this order are only successfully employed 
by careful attention to detail. 


The efficiency of the prestressing depends on the correct 
tensioning of the wires and the transfer of these heavy 
loads to the concrete. 

High tensile steel wire having special qualities must be 
employed for prestressing. 

The concrete must be of highest grade, made to rigid 
specification and subject to closest control. 

The moulds must be made to close limits to ensure that 
the concrete units are true to dimensions. 


These operations demand experience, skill and close 
supervision. All are provided by the Dow-Mac organi- 
sation, who will be pleased to advise on your specific 
requirements for prestressed concrete railway sleepers, 
roof and floor beams, bridge beams, piles, walings, 
electric transmission poles and other concrete products. 


Typical road bridge beams as manu- 
factured for the Holland C.C. 





D-M4 


DOW-MAC (PRODUCTS) LIMITED, TALLINGTON, STAMFORD, LINCOLNSHIRE 
TELEPHONE: PETERBOROUGH 4501 (8 lines) 





de 


THE BUILDER December 29 1950 * 


SANITARY 





BATHS, SHOWERS, LAVATORIES, 
SINKS, CLOSETS, URINALS, ETC. 


~ 


PLUMBERS’ BRASSWORK 


OF EVERY DESCRIPTION 





George Farmiloe & Sons Ltd. 


ESTABLISHED OVER A CENTURY 


34, ST. JOHN STREET, WEST SMITHFIELD 
Telegraphic Address LONDON, E.C.1 Telephone : 


George Farmiloe CLErkenwell 6921 
Smith, London (Private Branch Exchange) 
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